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Value that warrants cost, soon drives all 
thought of cost from the buyer’s mind. 


The materials used in the manufacture of 
VQGEL Products is the best to be obtained. 
The seats are exceptionally strong and dur- 
able, the operating levers are of malleable 
iron, galvanized and will not break, the valves 
are of good quality brass, and the entire fix- 
tures are tested under hydraulic pressure be- 
fore leaving the factory. 


There are thousands of VQGEL Closets and 


Hydrants in use everywhere because they are 
built and sold right. 

There’s a lot of ready-made business right 
in your own neighborhood just waiting for 
you to take it. Why not get. busy now? 
Your jobber will give you all the details. 


r Jos. A. Vogel Co. 
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(a Wilmington, Del. 


St. Louis, Mo. 
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WOLVERINE 


Peerless Compression Basin Cock 


AN EXPRESSION OF REFINEMENT 


Extra 4 China 
Heavy Sm Lever 
Pattern ts Handle 


Especially Adapted for Pedestal or Large Lavatories 


We Sell the Retail Plumbing Trade Exclusively 


WOLVERINE BRASS WORKS 


WOLVERINE COMPANY. INC MANUFACTURERS WOLVERINE BRASS WORKS IN 
314 WEST 42% ST..NEW YORK.NY. GRAND RAPIDS.MICH. 210.216 NATOMA ST.,SAN FRANCISCO. CAL 
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HE effect of the first 

commercial production 
of paper from wood-pulp was 
felt immediately. The day 
following the exhibition be- 
fore the publishers, rag paper 
prices dropped three cents a 
pound! 
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: CWhen paper was first 
made from wood pulp 


MID the raucous clamor of clumsy machinery, an 

“ats amazed group of men watched the progress of a 
| oo poplar tree taken from a nearby hillside, through 
its various stages of maceration until it emerged—-a great 

sheet of paper! Five hours! From thriving poplar to 

paper ready for the hungry printing press—in five hours! 


_— It was marvelous, publishers of books and newspapers 
from all parts of the country agreed, as they watched in 
the paper mills at Manayunk in Philadelphia in 1866. 
It was a great stride forward in those days of reconstruc- 
tion following the Civil War. Paper made of rags had 
always been used. 





HAYSCO PRODUCTS 


Compression Bibbs | 3 P ? 7. 

Compression Sill Cocks But pioneers were plentiful. In business as well as in 

Compression Basin Cocks | : 

Compression Bath Cocks the army of adventurous frontiersmen there were men 
2 , oO do Ss +4 

cn neers legs legume who dared break new trails, plan new and better ways of 

Co on Double T F ts | ; ; ; * ; ‘ 

lates | doing things. Fitting then at such a time that the Hays 

amano Lavtaasy Vebou brothers should determine to lay the foundations for a 
ompression otop Cocks | . ‘ “ > 

Compression Stop & Waste Cocks business—a business destined to perpetuate their good 

Garden Hose Valves P 

Ground Key Bibbs name on their products. 


Ground Key Cocks (Flat Way) 
Ground Key Cocks (Round Way) | 


Ground Joint Brass Union . 
————_. | Haysco products today are used by master plumbers in 
oy hy every section of the nation. They are all familiar with 
Cast Iron Railing Flanges the unchanging dependability of any Haysco product. 


Original McNamara Hydrants 
Corporation Cocks 
Inverted Key Cocks 





| Gea Cocks aia | THE HAYS MANUFACTURING COMPANY 
(For Water and Gas Mains) ERIE, PA. 


Hays-Erie Curb Boxes | 


AYSCO PrRobUCcT 


MORE THAN FIFTY YEARS OF DEPENDABILITY 
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It takes only a glance for any 
man familiar with tools to 
recognize the great advan- 
tage in GieGViant Simplicity. 
The two powerful jaws are 
drop-forged, heat-treat- 
ed and practically inde- 
structible. Two sets of teeth 
on the smaller Q4eGiant 
and four sets on the larger 
ones, double and quadruple 
its useful life. 


Mechanically correct pro- 
portioning of,;metal gives 
the.,strength which enables 
it to stana up under the 
added leverage given by the 
extra length handle and to 
easily turn pipes, rods, nuts, 
etc., which others fail to 
budge. 
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poeoree —— GREENFi an TAP AND DIE Screw Plates, 
Taps. Dies ; CORPORATION Pipe Tools, 
ai GREENFIELD, 4 MASS.U.SA. Twist Drills 


Canadian Plant: Greenfield Tap and Die Corp. of Galt, Ont. 
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Hotstream Kerosene Heater 
Gas Convenience With Kerosene 





Lights at the touch of a match—like gas. No generating. QUADRUPLE COP- 
PER COl COILS are economical of baal and. qictide het water on fant cizcalesion. 


Practically no attention needed except keeping the fuel tank full.- Perfect wick 
type inane sanved Selle—aeylinn’ soutann, aioli: 


Hotstream 20 K. W. meets the demand for a highly efficient water heater where 
gas is not available. 
LET’S GO! 


Made and Guaranteed by 
THE HOTSTREAM HEATER CO. 


‘Makers of Heaters That Heat”’ 
CLEVELAND, OHIO 


Standard, igh“Crade Products But Built to te Gist Letting Sateection 
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FORTY MILLION TONS 


of corrodible metal rust out of service each year 


$2,500,000,000 is the attendant They do not rust at all. 

money loss. You never see COPPER boilers 
This includes protective meth- or BRASS pipe junked by rust. 

ods which confer only degrees of The plumbing contractor who 

resistance to rust and are there- installs COPPER and BRASS work 

fore wasteful. satisfies his customers and 
COPPER and its alloysdo more builds high reputation for his 

than resist rust temporarily. shop. 


COPPER t BRASS 
RESEARCH ASSOCIATION 
25 Broadway — New York 
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THE NYE TOOL AMAGHINEMORKS) 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 





108-128 NORTH JEFFERSON STREET 


CHIGAG yl. 





HARRY G.NYE 


To the Master Plumbers & Steam Fitters 
of the U.S.A. 


Friends and Others:- 
Light your pipe, and see if this is right: 


IF YOU HAD ALL THE MONEY IN THE WORLD, YOU STILL MIGHT BE 
THE POOREST GINK ON EARTH. 


Nobody else would care how much you had if nobody else 
ever got any of it. 


Don't get the idee that it is what you have that impresses 
- people - it is what you let go of. 


Business, the world, and life, are an exchange. 


"Not what you have, but what you share,” 
said Lowell. 


You've got to Swap or Swamp. 

So, brethren, I Say unto you, LOOSEN. 

Not just for pipe dies and not just money -- loosen 
yourself, join the lodge and the church, be a regular member 
and a regular feller. 


Whatever you think or are, join up with those who are 
your kind and who think your way. 


Be one of the family of mankind, not just a boarder. 
Sit up to your place at the table of humanity and yell 
"please pass." 


AND DO A LITTLE PASSING YOURSELF. 





For there is nothing that will make men happy as much 
as brotherhood, co-operation and Nye dies. 













Yours halfway, 
HARRY G. NYE. 


foun 7 We 


Copyright 1925. The N;: 
Toot & Machine Wor 






The tools you swear BY and never AT. 
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ur 
ew °Picture 


and Some Other 





Works of cArt 


We would have had this picture taken long ago 
if we had known all the kick we would get out of 
it. And about it. 

F. J. Riebel, of The Standard Sanitary Mfg. Co., 
can’t believe that it is us. He says he thought it 
was some movie actor. 

We supposed he meant Rudolph Valentino. 
But now he says that he thought it wasBen Turpin 
or Bull Montana. 

Even our old friend Wm. J. Woolley, of Evans- 
ville, of the well-known firm of Wild and Woolley, 
has spoken to us about it. 

Woolley says that just when he was trying to 
give the public a higher cpinion of the plumbing 
business, we go and print this darn picture. 

Just when he is trying to show the world that 
the plumber is one of Nature’s noblest works, we 
bust up the whole works. 

We told Woolley that this picture was a work of 
Art. He said, if it was, then we ought to fire Art. 

Well, we may not be any Apollinaris, but we 


NYE—the Die Man 


Pipe Tool Maker to the American 
Plumber and Steamfitter 


do make good dies. Don’t forget that. And that 
is what counts. 

The Nye Die is a work of art, whether we are 
or not. It makes any other die look like an old 
fashioned woodcut. 

The Nye Die isn’t a woodcut — it’s a will-cut— 
and the Nye Thin Blade Cutter Wheel cuts 
through pipe like a college youth through his 
monthly allowance. 

If you don’t like our features, consider the fea- 
tures of a Nye Die—the skip-tooth, also the Thin 
Blade Knurled Cutter Wheel, and things like that. 

You may not like our looks, but buy a Nye Die 
and you will be wanting to call us “Pretty Papa!” 

We may be the machinery trade's homeliest 
representative, but we are the plumbing trade’s 
best friend. 

Handsome is as handsome does; and a Nye Die 


does the work—and does it handsome! 


HARRY G. NYE 


THE NYE TOOL & MACHINE WORKS, 108-128 N. Jefferson Street, Chicago, Illinois 


—- 
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Nye thin blade cutter wheels are in a class 
by themselves. They are a National insti 
tution just like Mr. Hughes’ whiskers. 
Ziegfeld’s Follies or Spearmint Gum. 
Made to fit all standard makes of pipe cut- 
ters, and guaranteed against breakage jn use. 


NYE SOLID DIE 


PAT. JAN B/O7 


Improved Skip-Tooth Pattern 
Chasers Relieved (Backed-Off) 
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Round Boilers, Steam and 
Water, 425 sq. ft. to 1600 


sq. ft. steam capacity. 













Sectional Boilers, Steam 
and Water, including 
Smokeless, 800 sq. ft. to 
32.600 sq.ft. steam capacity 


bio ee ae ids a 
| Sn e Re OYAL iw A M ti, Y | 
‘Two Hundred and Fourteen The ROYAL Hart & Crouse Down- — | 
ROYAL Round, Sectionaland draft Smokeless Water Tube Boil- | 
Smokeless Boilers, Steam and er was the first Cast Iron Down- 
Water, ranging from 425 sq. ft. to draft Boiler and since 1907 has | 
32,600 sq.ft. steam capacity, com- provided smokless combustion in- | 
prise the ROYAL FAMILY. dependent of fring skill 
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HART & CROUSE COMPANY 
UTICA, N. Y. 


aie : 
_ Cosy Cottage Boston Detroit Philadelphia 
. Chicago Grand Rapids Pittsburgh 
Soaring Boeseser Cincinnati Milwaukee St. Louis 


Cleveland New York Utica 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


QO DOUBT YOU'VE HEARD COL. 

Archer tell how the Arabs spread their 

prayer rugs, face the East, and make sup 
plication for the things they need and want. ‘True 
to American tradition—the old “Go West, young 
man, go West” spirit—members of the National As- 
sociation of Master Plumbers will turn their faces 
toward Portland this year. In this issue you'll find 
the route that will be taken by the Presidential 
Special Trains. The trip will be a memorable one 
and, believe me, those who attend are going to 
receive a lot of good things the industry wants and 


needs. 


HE HOME OWNER MAKES HIMSELF 

heard again this week. He’s persistent in the 
idea that someone ought to ask him to buy. And 
since he doesn’t stop with that, but 
goes on to apply his own merchan- 
dising experience to the plumbing 
and heating field, he deserves a 
hearing. He has an air-tight line 
of argument, properly vented, that 
will stand a lot of testing. 


R. RIESBECK THIS WEEK 

introduces ten new members 
of The Round Table. You'll find 
some interesting discussions con- 
cerning the bungalow problem pro- 
posed in the February 7th issue. If 
you are interested in a uniform 
way of figuring radiation you'll 


find The Round Table stimulating. “hs 


fo ereuy “Big aches from little corns grow.” 
That doesn’t seem just right, but 


It doesn’t seem right that a young 
couple going into the new bunga- 
low in one part of the country 
ought to have a handicap of 1595 
ft. of radiation, which is the differ 
ence between two of the estimates 
sent in, from different states. Some 
of our readers who are expert in 
turning a blue-print into a first-class job of heating, 
can help a few of The Round Table members by 
sending in the information Mr. Riesbeck asks for in 


this week's article 


RITING FROM LONDON, ENGLAND, 
\. W. Barnes concludes his article on The 
Main Trap. He outlines some of the problems con- 
lronting the sanitary engineer in England. I want 


A gentleman will always 
allow a lady to precede 
him down the stairway 


to call your attention to one forceful statement Mr. 
Barnes makes. Maybe it’s true that in some ways 
they ‘re behind us “on the other side.” But if the fol 
lowing is true, it is something that might be made 
the corner-stone of every successful business: “The 
business of the successful plumber is not only to 
make his clients secure against harmful microbes, 
but also to give them a feeling of security, and 
thereby gain their confidence and esteem.” That's 


something to go into every estimate! 


HE SCHOOLMASTER PACKS A GREAT 

deal of practical criticism into a short discus 
sion this week. [ight drawings are reproduced and 
briefly touched upon. I have a great respect for 
The Schoolmaster’s ability to get to the heart of 
things so quickly. You'll be interested in his re 
marks and the drawings covering 


circuit and loop vents. 


What's Wrong Here? 


MASTER, E. R. NEVEL, 

in Lock Haven, Pa., gives 
you something to think about in 
the following letter: “I wish you 
could hear the comments and the 
hearty laughs that come from the 
blackboard (epigrams). I wouldn't 
have believed the free advertising 
I get from that little stunt. I hear 
about it at the bank, at the barber 
shop, on the street and on the job. 
So please don’t send out an issue 
without them or I will be ruined.” 


You remember the old saying, 


it covers the situation. Are you 
using the Epigrams and securing 


that “free” advertising ? 


WANT TO CALL YOUR 
attention to two articles, the 
first of which will appear next week. Mr. Riesbeck 
has combined a keen “nose for business” with some 
practical discussions concerning Temperature Reg 
ulation. He tells where to look for new business 
and something about industrial installations. 


bund 
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‘“‘THE 

‘TOLEDO’ POWER DRIVE 
IS THE BEST INVESTMENT 
I EVER MADE.”’’ 


D. C. GOODMAN, 
MT. UNION, PA. 


A strong statement, but Mr. 
Goodman further advised, ‘‘l 
never bought anything that made 
me the money the ‘TOLEDO’ 
Power Drive has."’ 

This opinion, however, is uni- 
versal among operators of the 
‘“*TOLEDO” Power Drive, and 
everywhere from coast to coast 
we are receiving similar expres- 
sions of praise for this remarkable 
machine. 


No other device in recent years 
has saved the plumbing and 





steam-heating contractor the 
money in operating expenses as 
has the ‘“‘TOLEDO”’ Power Drive. 


It is now made in a new model called the 


“TOLEDO JUNIOR” POWER DRIVE 


This ‘‘Junior’’ model is similar in 
design to our regular Drive, ex- 
cept that it is equipped with a 

+ HP motor instead of a 1'; HP 
motor, and may be connected to 
an ordinary light socket and op- 
erated successfully. 


It operates at one speed only of 
24 RPM, whereas the standard 
Drive has two speeds of 38 and 
57 RPM. 


It is intended primarily for oper- 
ating “‘TOLEDO” tools cutting 
and threading pipe up to 4 inches, 
but will easily handle the larger 


Like the standard model it is 
extremely portable. 


Fill out the coupon, mai /it to us, 
and we will furnish you with com- 
plete information about these re- 





markable machines. 


THE TOLEDO PIPE THREADING 
MACHINE CO. - TOLEDO, OHIO 


NEW YORK OFFICE, 50 CHURCH ST. 


CANADIAN LICENSEES: 
A. B. JARDINE & CO., HESPELER, ONTARIO 
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Pure Water and the Plumber 


IVE. state associations of master plumbers have 
adopted the resolution proposing to take action 
against the pollution of streams and rivers and 
supporting the campaign sponsored “Domestic [n- 
gineering.” In addition to this, thirty-five colleges, a 
number of prominent plumbing inspectors, boards of 
health and others interested in’ sanitation, have ex- 


pressed themselves as willing and anxious to join with 


the plumbing industry in this movement. 

sometimes slowly, 
Not a little of 
this advancement has been due to the work of the mastet 
it, indeed, that the plumber is 
known as the protector of the health of the nation. And 


rightly so. called upon to take 


Man has steadily and surely, 
risen to a higher plane of well-being 


plumber. So much of 


He is now, in that role, 
his stand against a practice that is threatening the water 
supply of the nation. 

When the master plumber enters a home to instal 


plumbing fixtures, the ultimate object of those fix 
tures is the water that runs into the home and the 
water that runs out of it. If the water running into 
the home be contaminated, what then? Is it the 
concern of the master plumber? These state associa 
tions and many others interested sanitation state 


And it is not the concern of 


the master plumber from an humanitarian point of 


emphatically that it is. 


lor, of what use 


view only, is a plumbing installation 
without a supply of pure water? ‘That is something 
to be concerned about. 

In fact, in many parts of the United States, water 
shortage is already a serious problem. Prof. Alfred 


Phillips stated recently that the increasing shortage of 
water supply is a matter that demands immediate atten- 
tion and that it is the 
tation who should make themselves responsible 
to 


men who are interested sani- 


for this 


action. Instances have been brought attention 


within the 


our 


last few days where there was not sufficient 


water for washing automobiles and in other instances 
not enough for bathing. An authority on this subject states 


that those interested sanitation are slowly beginning 
to comprehend that the waters of our streams and rivers 
are becoming polluted and that such pollution is in 


creasing at such a rapid rate that there are now short- 


15 


Is 


water available 
Many 
made 


They 


of the 


fit 


aves water supplies because 
streanis 


the 


drinking, cooking or bathing. 


literally 


not for 


and rivers are open sewers, so by 


dumping of waste and sewage into them are no 
longer fit to tap for a city’s water supply. 

United States 
1924 that 
cities, 


that 


Public 
to 


General of the 


stated 


The 
Llealth 


Te 


Surgeon 
Service in 
at 


streams 


early owing 


increase in the size of the pollution 


of has become such from a_ public 


health standpoint they are severely overloaded, pat 
and Western states 
that this 


In recent 


ticularly in the Central 
of 
has 


changed from a seemingly unimportant and unheard 
at 


Such statement how is a subject 


national importance. years, in fact, tt 


great magnitude and vital interest. 
the 


movement, 


ol lo one 


matter 


It is important now that plumbing trade as a 


this not from 


the 


whole show itself in only an 


altruistic point of view, but also tor protection ‘of 


their own industry. 


The campaign as undertaken by “Domestic lengi 
will 
master plumbers, by means of articles and editorials 
which be publshed to thi 


paper, by distributing reprints of these 


neering” be operated through associations of 


will from time time in 


articles, by co 
operation with out-door magazines and other organiza 
health 


who are 
of 


tions interested, through boards of as well 


as 


through colleges and universities vlad to have 


their efforts against the pollution streams and rivers 
united effort. 
this 


will 


correlated and centralized into one 


“Domestic Engineering” has engaged for cam 


paign, men of national reputation who prepare 


articles to further the interests of this movement. Among 


these is Alfred Phillips, professor of civil engineering 
at the Armour Institute of Technology tor twenty-seven 
years, instructor at Purdue University for seven years 


and a specialist in stream pollution for seven years when 
New York and other cities to give his 
\n article 


was called 
this 


he 


advice on problem. from his pen will 


appear in the near future, 


In the meantime, every reader of this paper is in 


this 
cating his ideas on this important subject or by reporting 


vited to co-operate in movement by communi 


conditions of stream pollution in his locality. 
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Kentucky State Association 


of Waster Phimbers 


President, 











Don’t You 
Want My 
“Trade? 


By 
A HOME OWNER 


Can you face the truth? Then read 
this, the second in a series of articles 
by a man who deals with master 
plumbers from the customer’s side 
of the fence. He has no axe to grind. 
But he happens to be a merchan- 
diser himself, and he tells you a few 
things about merchandising that will 
open your eyes to the opportunities missed 


plant as the apple that fell on Newton's head and 

gave him the hint about the of gravitation. 
Newton probably wasn’t the first man who saw an apple 
fall. But he apparently, the first man who was 
smart enough to get the viewpoint of the apple. 

And I’m not the only one. My neighbors on 
side have been groaning since October over having to 
get up out of a warm bed in the morning and stoke up. 
Sometimes when I have visitors I’m afraid they’ll want to 
go down into the basement with me. Half the time 
it’s a sight. I can’t keep up with the coal dust unless 
I sweep the floor every time I throw a shovelful into 
the furnace. I’m only in my second year in this new 
home, but this spring I’ll have to give every room in 
the house a thorough cleaning. If I moved one picture 
there’d be a bright patch left on the wall. 

There are three of us, mind you, who are live pros- 
pects for efficient heating plants. Surely the heating 
men in our town can catch our viewpoint a lot easier 
than Newton discovered what the apple was thinking 
about. They get plenty of hints. They’ve had the 
same experience. Yet not one of them has made a move 
toward trying to sell us. 

I know all of the disadvantages of my present 
ing plant. But I'd fall on the neck of the first 
who told me what a slave I am to the coal pile. 
hearest any one of them selling me 
to say, “You’d ought to burner in 


|: AS RIPE a prospect for any old kind of a heating 
law 
was, 


either 


heat- 
man 
The 
was 
your 


has come to 
have an oil 
house.” 

Well, that doesn’t help me much. He might just as 
well have said I ought to buy a lot of canned heat. I 
















And the next 
day,or the next, 
I go by a local 
merchant's 
window, and 
there's that 
something, big 
as life. Seoner 
or later they 
| quit asking me 
, to 


buy — be- 
ause Ive 
bought 









1s the Backbone 
of a good 
Home 
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Good Plumbing 











And if he 
ought 
This particular man 


went 
to change our 


why. one step 


my wife why we 


want him to tell me 
farther and told 
present system, he'd get 
has been in my 
very expensive musical instruments there 
That ought to 
Neither of those instruments should be 


the order. 
that I two 


a grand piano 


home He has seen have 


and a victrola. have given him his cue 
right off the bat. 
subjected to intense cold——and yet when my fire goes out 


there are hours when the house is like a refrigerator 
not at all good for those instruments. 

My wife 
day in 
fire can’t go 
worrying about the That 
ball and chain. But we don’t know anything about what 
it will water heat, or to 
change our furnace None of the 
I’ve talked to sell me 
They haven't got the facts I want before I make the 


g0 down town and spend a comfortable 
fear the 
without 


can't 


shopping. She has to hurry home for 


will go out We overnight 


fire. 


away 


furnace is worse than a 


cost to install steam or hot 


burner. men 


posted 


to an oil 


to are well enough really 


change. 


At the present writing it looks as if I’ll never make 


the change until I can get around and investigate a 
dozen different systems. And I'll probably be as con- 
fused when I've heard about them all as I am now. 
That isn’t my business. I’m about as technical as a 


kiddie car. But you can be sure I’m not going to put 
my heating problem into the hands of a man who doesn’t 


know enough about it to convince me. 


SELL MY WIFE 

MADE a remark a little while back about selling my 
| wife. I latch key and I think I still 
wear the strictly masculine apparel in my But, 
like all listen voice 
of my my wife usually 
has me talk to me. Be- 
cause, more time in 
the home living mean 


carry my own 
family. 
and proper husbands, I to the 
The 
before he 
wife 


The 


good 


wife. merchant who sells 


sold commences to 
after all, my 


I do 


spends a lot 


than conveniences of 
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a lot more to her than to me And the inconvenience 
mean still more to her 

I remember one incident which happened the first 
winter we were in our new home The folks next door 
have the ame kind of a hot air furnace I have One 
day, while the plumber was there on a repair job, the 
lady of the house complained that she had trouble keep 
ing the vapor pan filled The plumber got her permi 
sion, and in a little while called her down into the base 
ment He had led a pipe from the main water supply 
line to a spot just above the vapor pan, and had put 
a small faucet where by merely turning it on she 
could fill the pan 

You can believe me that no other plumber in town can 
get into that home The lady of the house is sold 
I don't know of any better retail strategy I know of 
two other big industries where sales methods have 
changed radically in the last ten years because merchants 
in those industries became alive to the fact that if they 
old the women, they had the trade of the men in that 
home 

You'll have to remember, though, that this process 
of selling the lady of the house is not the same as 
selling the man In some Ways it’s easier, in some ways 
harder There are certain things you'll have to keep 
in mind all the time I'll point them out in a minute 


30 they'll be on your side of the argument 


No one is so conscious of 
You 


nan s 


appearances as a 


the 


woman 


know that a room which would satisfy average 


comfort and cleanliness would make 


tuck up 


conception of 


the average good housewife her sleeves and go to 





Why. if some local plumber sent us a bit of literature that tied 
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up with 
kind of «ink we needed in that kitchen of ours, we'd fall for it without a murmur 
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work on it Women are supremely conscious of what 
visitors are going to see. If you're married, you've been 
called down for leaving your shoes in the middle of the 
floor when you put on your slippers Some one might 
drop in 

Do you suppose that any man thought of putting a 
flower vase in an automobile? Not on your life: it 


Was a woman, with her keen regard for appearances 
Every retail merchant but the plumber seems to have 
realized this fact In your sales appeal, don’t forget thy 
good looks cf your merchandise The average woman 
will buy because an article has beauty much more quickly 
than because it has technical merit. And, in arranging 


a window or salesroom display, remember that a woman 


is very much alive to appearances. <A few flowers 01 
a fern will attract a woman's eye in the same way a 
demonstrating model attracts a man’s eye. 


NATIONAL ADVERTISING HELPS YOU 


T SEEMS to me, looking in from the outside, that 
| one of the most important things a plumber ought 
to know is what kind of equipment I have in my home 
‘You wouldn't try to sell a Ford to a man who owned a 
Packard, would you? And if a man is in the class that 
owns a Ford, you wouldn't attempt to jump him all at 
once into the Packard class 

I've watched my neighbor on the right graduate from 
one class of car into another. He started with a Ford. 
The next car he bought was a Dodge coupe. Last 
autumn he bloomed forth with a Dodge sedan. He's 
running true to form in his plumbing equipment, too. 



































national advertising, and showed that he knew the 
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National advertising these days means 

what it says, and it throws a cloak of 

prestige about the local merchant who 
ties his advertising up with it 








His house is one of these “build-them-while-you-wait”’ But we aren't going to be sold it We're going to buy 

colonials—-you know, the kind they turn out like Fords it And that’s a pity Why, if some local plumber 
Naturally his plumbing equipment was nothing to rave sent us a bit of literature that tied up with that national 

about. It was useful, and that’s about all But he’s advertising, and showed that he knew what we needed 

added one thing and another. First one of these fau- in that kitchen of ours, we'd fall for it without a mur 

cets that swing around for the kitchen sink. That’s mur 

what he wanted, but the plumber who put that faucet 

in for the vapor pan looked over the sink he had and HERE'S ANOTHER CASE 

recommended one with a double board So the intended ; vesterday | picked up the rotogravure section 

ol 


purchase of the swinging faucet actually became the the Sunday newspaper Someone had an ad 


sale of a fine piece of equipment. vertisement in there about white toilet seats I'm as 


Funny, no one has approached me as yet on that conscious of that wood seat of ours now as of a sore 
proposition. I’ve been seeing the advertisements of some thumb It’s the only thing that isn't white in the whole 
manufacturer or other showing a fine double board sink bathroom li's two years old I haven’t thought of it 
under kitchen windows. I have a suspicion that my wife up to now, but that advertisement certainly makes me 
has been seeing them, too, because my magazine has look at that wood seat with distaste Without doubt 
been lying open at that page several times when I picked we ought to have one of those white seats I don't 
it up. Believe me, that picture is pleasant, with the even know what they’re made of But one of them 
sun streaming in. would put a nice finishing touch to the bathroom 

What I want to know is, why hasn't some one of the Again, it’s evident we aren’t going to be sold one 
plumbers in my town talked to us about it? At least of those seats We're going to buy it I’m only a man, 
two of them know, or ought to know, what equipment but I'm sold on that white seat—or some white seat 
I have. And the kitchen in my house is laid out ideally Those two plumbers who have been in my house from 
to take one of those fine sinks under the windows. It time to time know that I have what is to me now that 
would mean moving a small cabinet into the dark corner unsightly wooden seat Why don’t they get after me 
how occupied by the kitchen sink, and five feet more and bite me in the ankle? I swear I won't buy it from 
of pipe to reach the new location under the windows. them I'll get it somewhere in the city and put it in 

I can see it coming. I know my wife is going to want myself Ther don't deserve even that small sale 
that sunlit double board sink right under the windows. Why, even the cleaner and dyer who does my work 
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ties up with national advertising They've got a new 
pressing service I know all about it I know its name, 
why it’s better than the old system of pressing, how it 
preserves the shape of my clothes and makes them look 
better Because I've read about it in the Saturday Eve- 


ning Post and with everything that comes back from the 
cleaner I get a little circular describing it 
I think, ‘‘Well, 


to be good.” I'd 


ought 
plumbing 
advertised. 
something 

ear, just 
Romans and 
another. 


it’s advertised It 
think 
equipment 


nationally 


the thing about 
that is nationally 
tells that he 


advertised 


same 
and heating 
The local merchant 
to sell that is 
as Mare Antony got the ears of his 
countrymen Marc thing, meant 
But national advertising these days means what it 
and throws a cloak of the local merchant 
who ties up with it. 


who me has 


nationally gets my 
friends, 
said one and 
says, 


prestige about 


ASK ME TO BUY! 


UT I'm like the young lady who never married. 
B She wanted to be asked I want to be asked to 
buy. No self-respecting young lady pursues a _ pros- 
pective husband. Why should I pursue a merchant? 
The “help yourself’ plan may be fine in the Piggly 
Wiggly stores, but not when the purchase is going to 
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make it necessary for me to get out the check book and 
write an acknowledgment for benefits conferred. 

Ask buy. Others doing it. Someone is 
always tugging at my purse strings. When I open my 
daily paper someone shouts at me from its pages about 
something I’m missing. I get home at night and my 
favorite magazine carries a story of my favorite author’s 
over into the back part where the big fellows are asking 


me to are 


me to buy and telling me again about that something 
I’m missing. And the next day, or the next, I go by 
a local merchant’s window and there’s that something, 
big as life. In a day or two my wife lays an adver- 


oh, so carelessly!—where I 
always put my glasses when I wash up, and there it is 
again. Sooner or later they quit asking me to buy— 
because I’ve bought. 

Ask me to buy. Find out what I need. I get a big 
kick out of a well-planned sales drive. Sell my wife 
and let her sell me. Then, while I’m making out a check 
for you, I’ll chuckle because I’ve been wise to you from 
beginning. I’ve seen how you did it. But you 
were so darned clever about it, and withal so sincere 
in wanting me to have the benefit of what you had to 
offer, that I had to listen. Ask me to buy! [I'll 
do it. 


tising circular carelessly- 


the 


just 


Comparisons avd Recommendations 


Asking ’Em to Buy with comparative photo- 
graphs——and telling them why to buy from 
you with letters from satisfied customers 


IT IS true, of course, that the search for sales ideas 
should not be confined to our own field. 


other line of 


Occasionally 


one finds a merchandiser in some en- 


deavor who has put plans into operation which may be 


used without the slightest alteration 
In a certain Ohio city there is a cartage contractor who 


has made use of an idea that would lend itself to the 
plumbing and heating field with great effectiveness. He 
has been in business for a number of years and at the 
present time has a number of albums filled with photo- 
graphs of jobs he has handled. 

“I've been in business fifteen years,’’ remarked the 
master plumber who passed this idea along. “Just think 
what a nice collection of selling photographs I might 
have if I had taken a camera to every job—or at least 
every big job—and taken pictures.” 

There is a further application which might be made 


of this idea. 
remodel a 


Suppose a master plumber is called in to 
The full effect of the new bath 
equipment would be secured if, first, the master 
had secured a photograph of the bathroom as it looked 


before the work 


bathroom. 
room 
of remodeling was commenced 


POWER OF COMPARISON 
idea to make use of illustrations of the 


THE 
i IS no new 


fixtures that are to go into a new job But when a 
prospective purchaser sees a photograph which shows 
those fixtures, not alone, pasted in a portfolio, but in 


relation to the life of the home, the sales appeal is in- 
creased. A photograph is a bit of life. It con- 
viction where the finest half-tone illustration of the finest 


carries 


fixture might fail. 
Two photographs such as suggested above, one show- 


one showing the 
the strength of 


bathroom, and 
bathroom, would have all 

Not the comparison of cold, too-perfect pic- 
imply home life and all that 


ing the old-fashioned 
remodeled 
comparison. 
tures, but of pictures that 
it means in comfort and convenience. 

The strength of this kind of sales effort lies in the fact 
that people are likely to forget, in daily association, the 
signs of use which detract from the beauty of the home 
Once they are shown, by photographs taken on the spot, 


the tremendous difference between the old-fashioned 
bathroom and the modern, efficient, beautiful one, their 
eyes are opened to the things lacking in their present 


equipment. 


CAPITALIZE SATISFIED CUSTOMERS 


OW for an idea in use in our own field. - Next to 
N seeing, hearing of things in a commendatory way 
is most convincing. Glance at the slogan Packard has 
made famous: ‘‘Ask the man who owns one.” We all 


with reservations the recommendations of the 
who has something to sell us. But when 


the chap who, like ourselves, has footed the bills 


view some 


man our own 
kind 

express satisfaction, there is greater conviction for us 
master described the use 
recommendation. When he has 
finished a goes with the owner. And 
when the expressed himself as being satis- 
fied, it is easy to secure a letter to that effect. 

It’s all very well to say that your satisfied customer is 
He is that when you make use of 


At a recent convention one 


he made of letters of 
job, he over it 


owner has 


your best advertising. 


him. And the only practical way is to get his repre 
sentative to speak for him when and where you need 
it—-in the form of a letter. 





thor’s 
isking 
athing 
Eo by 
thing, 
ad ver- 
ere | 
it is 
buy— 


a big 
wife 
check 
from 
you 
ncere 
ad to 
I'll 


1S 


the 


. pic- 
that 


. fact 
, the 
ome 
spot, 
oned 
their 
sent 


ct to 
way 

has 
» all 
’ the 
own 
bills 
r us 


Some day perhaps the very problem discussed in connection with the eight drawings 


reproduced in this article will confront you ‘fon the job.” 


The 


Get some pointers from 


Schoolmastet anHis Class 


(Continued from Page 30 in the March 7th Issue) 


CIRCUIT AND LOOP VENTS 
MONG the drawings showing circuit and loop vents, 
A quite a number apply the principle to the batteries 
of urinals, lavatories, sinks and even wash trays. This 
is O. K., providing the main horizontal waste lines are 
of sufficient size. Fig. 4 shows 3 in. for the wash trays, 
with 2-in. vent, which should give good results. 

Fig. 2 does not connect the circuit vents correctly. 
They should rise above the highest fixture. As at pres- 
ent connected, the waste might flow horizontally in the 
wrong direction, into the main vent stack. In Fig. 15 
the circuit vents should also rise higher than they do. 

Figs. 12, 13, 14, 15 and 16 present a peculiar problem. 
They are all installed in practically the sanie manner, 
and as far as we can see, all the circuit venting done on 
these drawings actually vents the water closets but none 
of the other fixtures. A vent is installed chiefly to sup- 
ply air, for the purpose of breaking or preventing the 
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formation of siphonic action, which would result in pull- 
ing the contents of the trap into the waste pipe, leaving 
direct communication with the sewer through the fix 
ture connection How about the traps in these 5 draw- 
ings? They are absolutely without vents, and as far as 
we can see, there is nothing whatsoever to prevent the 
siphonage of these traps. The danger would be espe- 
cially great on the first floor lavatories, from the flush- 
ing of the water closets and a heavy flow down the stack 
from above. In these drawings practically no traps are 
vented, and yet it might appear to some as if the circuit 
vent connections actually vented all the fixtures that 
are without vents. The method should be corrected. It 
is to be noted that the 5 drawings come from the same 
section, and it is interesting to us to know whether the 


‘plumbing codes actually call for this type of venting. 


Fig. 1 is to be included in this list so far as the base- 
ment sinks and wash trays are concerned. 
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34 


Vig. 74 


Some of the drawings show very long lines of hori 


zontai vent, especially Figs. 2, 3, 7, 8, 10, 18, 23, 24, 


While this cannot be classed as 


26, 29, 30, 34 and 35 


wrong, it seems to us that the method of averaging 


these runs, as shown in Figs. 17, 22 and others, makes 
a better job 

The foregoing criticisms cover a large part of the mis 
takes that occur, and in many cases there is little to be 
added, 

We will, however 


of sufficient importance to point out 


take up such other errors as seem 


Fig. 4 seems to show more vertical vent lines than 
actually necessary 

Fig. S should show the basement toilet vented 

In Fig. 11 each urinal should be separately trapped 

Fig. 13 shows a combination on the stack at the right 
that is particularly objectionable—-the connection of sink 
and retrigerators into the closet bend 

In Fig. 17 the top floor water closet and slop sink 
need not be vented; this is true also of Figs. 28 and 29 

We do not like the discharge of the wash trays into 
a floor drain in Fig. 18 It seems to us this would soon 
become very foul 


In Fig. 19 the connection of the urinals into a sin 
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vie drum trap does not appeal to us. We would like 
to know whether this practice is actually followed in the 
city from which this drawing comes 

In Fig. 20 the waste and vent for pairs of lavatories 
and drinking fountains can be greatly improved.  Ref- 
erence to many of the drawings, Fig. 18 for instance, 
will show how this may be done. 

Fig. 23 shows unnecessary vent connections for the 
drinking fountains Fig. 6 shows a similar layout with 
better venting. 

Why not run the urinal vent in Fig. 29 directly into 
the 4-in. soil vent instead of running it up 2 floors be- 
fore connecting it? 

It will be 


be written on practically all of the drawings, by way 


clear to the Class that much more might 


of criticism or suggestion, and it will doubtless be equally 
clear that with 35 drawings of a plumbing system hav 
ing 56 fixtures, it would not be possible to make minute 
criticisms, and moreover, if we did this, it would make 
monotonous reading 

We believe, however, that the student who is in earnest 
in the desire to gain a correct knowledge, will study all 
of the discussion, and apply whatever he may need of it 
to his own use 
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Pack up' your troubles 
take them to Portland on the 


PRESIDENTIAL SPECIALS 


Roses, is the magnet drawing 


ORTLAND, the City of 
all eyes as the new year wears on. This 1925 gather- 
of of 
plumbers attending 


the close notable achieve 


will 


will mark 
the 
cussed matters of vital interest to every member, whether 


ing 
ments 


a year 


and master hear dis- 


he operates in a city of 10,000, one of 100,000, or in one 


of the great metropolitan centers. 
the 


various state conventions, 


Throughout there is growing interest 


the 


country a 


At John J. Vogel 
pohl and attendance 
possible 1925 national 
convention will have the largest attendance of any annual 
the 

As 


describing 


President 


others have urged large an 


the 


as as 


From present indications 


neeting to time 

The of Master Plumbers has just 

ued the taken the 
dential Specials, leaving Cincinnati on June 16th, and 

11 


in 


up present 


National sociation 
ISs booklet 
Pre 
Chicago on the following morning at 
it 


a route to be by 


oo 


the 


a. m Speed 


Ing westward, following as were footsteps of 


25 


Taylor Creek and Gallatin Valley Range 


Courtes of rthern DPacifie Railway) 


and 


West the 
the 


splendid 


the the Far 
Mis 


their 


intrepid conquerors of crossing 


lowa delegates and 


the 


sissippi River at Clinton, 


friends will pass through farming and 


regions of northern Illinois and Iowa 


stock-raising 
HISTORIC TRAILS 
day 


N the “second 
() be following the 
the Platte River Valley 
"49%, the rush 
of California, hope 
tion of the real golden empire they 

Atter 
there will be 


Presidential trains will 
Trail 


stirring 


the 
historic 
Here 


drove 


out” 
Overland through 

days of 
the fields 


any concep 


in the 


feverish gold thousands to 


burning high, vet without 


to found 


the 


were 


reaching Denver on Thursday in afternoon 
an automobile trip through Denver's famous 
Lookout that 
westerners lies 


he At 


enterprising will 


where 
sill 


well 


Mountain 
Buffalo 


loved 


mountain-park system, to 


most picturesque of the 


buried in the heart of the country SO 


Colorado Springs those who are enough 
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\merica 
the top <a’ Pe; “h n ring this 
av tak } re] rt i h i ud ie wonder 
f the Gar Cave of the 
Winds and South 
Falls 
Roval Gorge 
lelegates’ capaci 
nountain canon unt tha amous for 
l taxed tl abil ot of the fine 

he world’s artists who 
have tried to get its beau 
ties down on canva 
told 
after day 
effort 


effect 


There is a story 
one who, 
unsuccessful 
catch a certain 
down hi 
are 


compete with God.” 


threw 
and said, eann 
In Salt Lake City, after 
an automobile trip, there 
special organ 
Mor- 
and the 


will be a 
recital in the great 
mon Tabernacle 
rolling of the thunderou 


tones of that organ will 
not be forgotten by those 
who hear it From Salt 
Lake City the trains will 
head northward to Ogden 
and Pocatello, then te 
the westward acro 
Idaho and Oregon to 
Columbia’ River 

short time majest 


Mount Hood will 


come 


into view, and although 


the beautie along 
many 
Hood Riv 
Veil Falls, Mult 


Falls, and others, 


way will be 
Dalles, 
Bridal 
nomah 
often the eves. of the 
travelers will travel ahead 
Mount Hood 


broods over Portland, the 


to where 


Convention City, 

Mecca of the master 
Plumbers of the United 
States in June, 1925 
Those 


Portland will 


three day in 
probably 


Witness the making of 


history The report 


Will be made on the pro 


posed Plumbing Code 


and report Scholarshiy alone would 


Inake any vear : otable one other and 


Important question other impor 
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Fig. 1 


in introducing and welcom- 
our Round 


Wie take great pleasure 

ing the following new members to 

Table: F. March, Mineola, Long Island, N. Y.; 
“A. E.,”’ Detroit, Mich.; Harold Wilson, Detroit, Mich.; 
Albert Kapotsy, Leesville, La.; Otto Helphingstine, Gal- 
veston, Tex.; Osborn, Albany, N. Y.; ‘“‘L. C.,”’ Paterson, 
N. J.; “A. B.,”’ Minneapolis, Minn.; ‘‘L. J. M.,”’ Cleveland, 
O., and A. Biefield, Watertown, Wis. These have asked, 
our previous session, their names added to 
Table list Their 


enthusiastic 
about these discussions. 

We have received six drawings on the 
ing layout for a small bungalow as shown in Fig. 
issue, all of which 
interesting and bring out the 
himself many times and has dis- 
cussed with a large number of our heating contractors 
of the viz., ““‘Why can’t we have 
uniform way of figuring radiation?’’ The drawings 
clearly that no two contractors figure radiation 
in the way. The total amount of radiation fig- 
ured by Mr. Biefield is 505 sq. ft., as shown by him in 
drawing, Fig. 4, 1,700 sq. ft. are figured by Mr. 
Helphingstine, Galveston, Tex., in his very complete lay- 
and summarized in his schedule, which is complete 
in every detail, as shown in table, Fig. 3. We must 
commend Mr. Helphingstine for his drawing and sched- 
know our boys will be pleased with them. 


to have 
letters 


since 
the Round are 
hot water heat- 
1, page 
26, February 7 we reproduce here- 
with. They are 
the writer has asked 


question 


in all parts country, 
one 
show 


same 
while 


out 


ule and we 


AN ESTIMATING TEST 

E would like to have every member of our Round 
WY taan as well as other readers, pick out the best 
layout and send in the list of material required complete, 
radiators, pipes, fittings, valves, return 
expansion tank, etc., cost of labor and 
trucking, etc., in fact, everything nec- 
job. If you are using an estimate 


boiler, 
hangers, 
freight, 
essary to complete the 
it here. 

of Minneapolis, 


including 
elbows, 
overhead, 


sheet, use 

YA B. is a beginner and requested 
us to ask the boys for the list. Let us start him right 
by giving him all the information he needs, and at the 
same time we will help 12 other members of our class, 
who admit that they are lame on estimating. 

Before we discuss our problem and the letters received, 
we wish to remind the members of the Round Table who 
they figured the radiation, 
us this information—which 
Figs. 1 and 2 are 
3 represents his sched- 


have not told us by what rule 
to write and give 
is important for future discussion. 
drawn by Mr. Helphingstine. Fig. 


us at once 
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The six drawings on the hot water heat- 
ing layout for a small bungalow show so 
much difference that we are all led to 
ask the question, ‘“‘Why can’t we have 
one uniform way of figuring radiation?” 
We also present ten new and enthusiastic 
members added to The Round Table, 
whose work you will find generously rep- 
resented herewith in this week’s drawings 


ule for the entire job summarized, giving the B.t.u. 
losses and coefficients he used. You will agree that this 
is a very systematic way of presenting the problem and 
we commend Mr. Helphingstine for it. We hope you all 
will dig in and criticize this layout. In doing so, refer 
to Figs. 1, 2 and 3. 

Drawings shown in Fig. 4 were sent by Mr. Biefield. 
He writes that he would not use an expansion tank but 
a hot water regulator. He also criticizes ‘“‘A. B.” for 
not showing and calling for a bathroom. How about that, 
“A. B.”’? I wondered myself, but decided to put the 
problem before our Round Table. 


Mr. Bietield does not give us the boiler capacity for 
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First floor radiators to be taken from top of mains 


on 45° angle 
Second floor risers to be taken from $ide of mains 
All valves are 1" except hall radiator which 1s to be‘ 


Fig. 2 
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The : > We have found that nearly every woman falls in love with the 
Quaturn 7 . . : ° ° : ee 
Renewable " Classic on sight. It immediately suggests to her dozens of 
— 7 uses that she never even dreamed of with an ordinary kitchen 


faucet. 


For instance, she is quick to see that with the hose and spray at- 

tachment, the Classic is a first-rate dishwasher. Other uses such 

as cleaning vegetables, washing meats or fowl, sprinkling clothes, 

BOTH filling the washing machine, spraying flowers, filling vases, etc., 

REPLACEABLE are only a few of the things that make her want the Classic in 
her kitchen 


The Seat 


The Washer 


And don’t make the mistake of supposing that she isn’t in 
terested in the main Classic feature that distinguishes it from 
all other kitchen fixtures—the Quaturn Renewable Unit that 
makes it—and every other Chicago Faucet—everlasting. She 
can appreciate that part of it just as easily as any architect or 
builder—and you know what they think 


Plumbers who are showing and demon- <e ARE AD 
strating the Classic sink fixture are m 18 PAO , 
making a good thing out of it. Order warinyh \ 
a sample today from your jobber, or if : Pll me 

Z y » ro 2 mn 


Dealers’ Helps 
We have a splendid variety of 
practical selling helps for he cannot supply you, write to us giving . ~) 
dealers which we will be glad his name. Illustrated catalog and price \. ~~, aon \ J 
to supply you with in any list will be mailed to you on request. Noy seen m3 Fy a 
guantiites you require Write Se ena we 
for them 


CHICAGO FAUCETS 


The Chicago Faucet Company 


2700 to 2722 N. Crawford Ave. Chicago 








The Faucet with the Standardized Renewable Unit 















































ERFECTION Valves are made in a wide 
variety of designs—no matter what class 
of building you are working on—the resi- 
dence, apartment house, office, hotel, school, 
etc.—there is a perfection valve that will ex- 
actly suit the requirements. 
Every Perfection Valve is carefully tested be- 
fore shipment is made. 
A complete catalogue of Perfection Products 
will be mailed you on request. 
Practically our entire line of floor plates, air valoes, towel 
bars and flush valves are shown in the 1925 DOMESTIC 
ENGINEERING CATALOG DIRECTORY, pages 434, 
435 and &17. Reprints, punched to fit T. E. B. Loose 


Leaf Catalog, supplied on request. 


The Beaton & Cadwell Mfg. Co. 


New Britain, Conn. 
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rule than with the 
Mills rule If I add 
60 per cent for hot 
water to the radiation 
Pierce 
I get nearly twice 


figured by the 
rule, 
as much radiation as I 
figured using the Mills 
Which is correct 
and why is this great 
difference? I 
appreciate the opinions 
of the Round Table.” 
We wish you would 
this Here is 
all are going 
to learn something. 
"hs. © 
wants to know 


rule 


would 


explain 
where we 


” of Paterson, 
if 100 


per cent added to his 
total radiation of 500 
ft. will give him the 
correct capacity of the 
boiler (rated capac- 
ity). All boilers are 


rated differently I know. 


rating? 


But why can’t we get 
That's a question your teacher has been asking 
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we =| 
, 
hd 
Cr 
Te 


a uniform 


recommends the 
basement. 


ENGINEERING 


pipe 
In figuring 








lines 
the 


to be 





March 14, 192 
until a later artic] 
Fig. 7 represents t! 
layout as submitted by 
Mr. March. He figured 
a ceiling height of 
ft. for the first floor 
and 8 ft. for the se 
ond floor, also he giv: 
us a boiler capacity of 
500 ft. The first floor 
connections he recom 
mends to be taken off 
the main at a 45 deg 
angle; the second floor 
at the side, then run 
ning up on a 45 deg 
angle and placing an- 
other 45 deg. to bring 
the branch horizontal 
before going up to the 
second floor. Your 
criticism is invited on 
this layout. 
Fig. 8 is sent in by 
L. J. M. Cleveland. He 


run 18 in. from wall in 
radiation he has used the Mills 
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De NO. 200 BULL-DOG HIGH TANK 














Replace a High Tank with a High 
Tank and Save the Bowl 


ALTHOUGH the lowdown has come into general use 
there never has been or never will be a better performer 
than the high tank. It is easy to operate, flushes any bowl 
and seldom needs repairs. 

When a plumber is called in to remodel an old bathroom 
there is no need to put the householder to the expense of 
a complete new closet combination. If the high tank is 
leaky and unsightly replace it with the No. 200 which 
cannot leak and is a thing of beauty forever. Also if the 
seat is bad put in a Bull-Dog, preferably white to match the 
tank, This gives an efficient new closet combination 
at minimum expense. 





Manufactured by 


we HE AP, = 
& Sons 


PIONEER SEAT MANUFACTURERS F AMERICA 





GRAND HAVEN, TRENTON 


MICHIGAN NEW JERSEY 





BULL-DOG SEATS 














Mention Domestic ENGINEERING when writing advertisers. 
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Trade Mark 
Reg. U.S 
Patent Office 


AAMAS 
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Big in quality, big in service, big in value, big 
in convenience. 


Fretz Nipples are all made from new pipe, cut to 
exact length, carefully reamed, accurately thread- 
ed, and can be depended upon on every job where 
nipples are used. And, too, we offer the extra 


convenience of packing the ':",°<", '2", *4”" and 


|” sizes, assorted lengths, in handy boxes, if you 
prefer them this economical way. 


S. S. FRETZ, Jr., & CO. 


PHILADELPHIA, PA. 
WORKS AT 
PHILADELPHIA BOYERTOWN 
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fact 


TEST OF UNFAIR 


bie competition is a 


question. of and no 


) inflexible rule can be laid down as to what con 
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fact, by his conduct is passing off his goods as the plain 
tiff’s 


case of unfair competition is 


plaintiff's business, a 


The test i 


goods, or his business as the 


made whether 
the public is likely to be deceived. 
effect 
unfair 


There is authority to the that fraudulent intent 


competition by the use 
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the 
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of names in manner 
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the impression goods of one 
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For consistent service, the boiler, the 
heart of the heating plant, must be 
efficient, economical and enduring. 


Liberal coal capacities and unusually 
generous areas of sensitive heating 
surfaces—that is why Page Boilers 
have come to be recognized for ex- 
ceptional efficiency and economy. 


Heavy castings, carefully machined 








ENGINEERING 


Comfort through consistent heating service 
is a vital necessity in every home! 


BOSTON 
PHILADELPHIA 


For All Fuels—Hard or Soft Coal, Gas or Oil 


Mention Domestic ENGINEERING when writing advertisers. 





and fitted—the product of over half 
a century’s manufacturing experi- 
ence— that is why Page Boilers 
outlast the buildings in which they 
are installed. 


You can assure your customers of 
comfort—at a good profit to your- 


self—by installing the Page. Send for 


reduced price list, effective February 1. 


THE WM. H. 
PAGE BOILER CO. 


58 West 4oth Street 

New York 
CLEVELAND 
MEADVILLE 


Established 1856 Incorporated 1877 
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Advertising Editorial 


A NEW ONE EVERY WEEK—No. 170 


Another Hour's Sleep 


OU know that blissful feeling when 

you wake up suddenly, glance at 

the clock thinking you’ve overslept, 

and then find that you have another hour. 

It’s grand! No reason why you have to 

lose that hour during the cold weather 

because you have to get up and take care 

of the furnace. Automatic devices will 

assure you that at the proper time drafts 

will be opened and when you get up the 
house will be warm. 

Come in and let us explain to you how 

it’s done. Or we'll send someone out to 


KEEPS YOU 
| show you how your heating plant can be 


FIT 
modernized. No obligation. Just phone. 


Free! A copy 
of a booklet, 
fascinating 
to child 
and adult— 
“The Story 
of the Bath.” 
History and 
Health in 
palatable 
form. Ask 
for it. 


(In this space your Name, 
Telephone, and 
Address ) 














People Are In A Hurry 


OO get to work—to get home—to get ready for an evening out A 

hundred things bid for attention. You have to Ask ’'Em to Buy these 
days. Whether they'll buy a new radio or a new pedestal washstand, 
&new car or a new heating plant, depends upon whether you compete 
Successfully with the aggressive advertising of these other dealers. 

Twelve illustrations cost you only $4.20. The Bath-a-Day Seal 20c 
The copy costs you nothing—you take it out of “Domestic Engineering” 
each week, 

Ask 'Em to Buy! Everybody else does, and people are in too much 
of a hurry to think about you unless you ask them to. 

Use the Advertising Editorial, the Sales Letter and the Adlet to 
form one complete, co-ordinated sales effort each week. 


35 


ALES 
O née 


LETTER 
Week No. 7 





Look over your records. Have you the 
names of ten or twelve people who would 
he interested in having a heat regulating 
device on their heating plants? Just try 
out this letter on those twelve. It won’t 
cost much and it will go only to those 


whom you know to be prospects 


R OWN 
Heating 


Two Rivers, N. Y., 
March 14, 1925. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

It is not necessary that any member of 
your family get up an hour or so before 
time to get ready for work in order to take 
care of the fire so that the house will be 
warm. 

Automatic, time-controlled devices, will 
assure you that at the proper time drafts 
will be opened and the house warm when 
the family is ready to get up. 

The old fashioned way of getting into 
the cold basement, disturbing the whole fam- 
ily by rattling the furnace, is no longer nec- 
essary Just drop in and let us explain how 
these simple, effective devices work. 

Or better still, telephone and we'll be 
glad to send someone to explain how your 
heating plant can be modernized. No obliga 
tion whatever to buy, 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK-—No. 29 


rPrVHiE follow-up is an important element in 
l advertising. The Adlet below is a follow- 
up for the editorial and the sales letter. Even 
if vsed alone it will have its effect. Just copy 
it out, add your name, address and telephone, 
and hand it to your newspaper. 





It’s Pleas: 
ts easant 

To get up in a warm house—and not 
to have to get up early to attend to the 
furnace. Come in and see how the 
simple, yet effective, automatic devices 
can be added to your heating plant and 
save the bothersome early rising. 
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Eliminating the Quess 











It’s one thing to specify the correct metal mixes and 
proper pouring temperatures to the foundry. It’s another 
to make sure that these specifications have been carried 
out. O-Bis doing both. It is eliminating the guess. 

That is why the O-B Physical Laboratory is equipped 
with the most modern apparatus available for the testing 
of valve samples. 





The Ohio Brass Company 
Mansfield, Ohio 





In this, his second and final article on the main trap, Mr. Barnes advocates its use 


for conditions such as are foundin England. 


In dealing with old and faulty sewers 


and drains, he says, the trap and the fresh air inlet are considered necessary, 


although they would not be essential with a new and modern system of drainage. 


His ideas, and the facts with which he supports them, give interesting sidelights on 


‘Phe Main ‘Trap in England 


By A. W. BARNES 
England 


London, 


Part Il 


N the first this article 


December 


the 
the 


part of 
th 


view 


which appeared in 
97 
“~f 


issue of “Domestic Engineering” 


the 
toward the main or intercepting trap was described. 


of 


England 
The 


com 


point of of Sanitary Engineer of 


main traps of this country and England were 


pared and some of the chief points in arguments against 
the main trap were analyzed. 
This part of the the 


further analysis of various objections that 


second article on main trap is a 


have come to 


ask and answer 


light against the main trap 
“Do the 


So may we 
this question here: 
the 
give 


contents of trap decom 


pose and off objection 


.9 


able odors? 
In dealing with this matter, 
we would, first of all, like to 
the of 
readers to one or two details 
connected the 
of Fig. 1 
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that there 
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The 
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assists passage 
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Finally, the exposed water surface is 


that 


considerably less 
the 
while 


the inlet side being about 29 


the 


area of on 


the 


small, 
than 


2 area on sewer side is less 


40 sq. in. 

As the trap holds so little, its contents are frequently 
Subjected to ordinary 
being 


easily 


drains are 
liable 


gravity 


so long as the 
use, the 
of the 
finds its way through to the outlet 

If for any drainage be 
out of use for a time and the contents of the main trap 
allowed the 
would decompose, observation, 


practically 


changed 


and solid matter to decomposition, 


about same. specific as the water, 


reason a system should put 


to remain quite undisturbed, solids therein 


but 
smell 


from our there is 


no from the small exposed surfaces 


of the liquid it allowed to remain. entirely at 


rest 
When 

volume 

the 


time 


brought the first 


the 


water 


drains are again into use 


of discharged through them will stir up 


long 
This, 


has 


for a 
mell 
if the 


water and solid matter that ha tood 


and so create a rather objectionable 


pa 
inlet 


however, away, e drain 
hi 


connected 1 


soon SSeS 


pecially 


a fres air of suitable and correct size, properly 


© it 


observation there l ho decompo Ition of 


of the 


From my 
drains 


hotels, 


the content main traps connected to the 


of cottage property, busine premises and office 


factoric hospital barracks 


and imilar institutions, as 


these practically 
The 


by 


are on con 


tinuous use drains of 


chools which 


public 


term is meant, in this coun 


trv, a higher grade or e¢ 


ondary chool and of the 
schools 
the 
of 


automatic 


elementary are 


flushed 


by 


or a number 30 


gal or 5O-val 


connected to 


the 


flushing cistern 


various ot ystem 


The 
the 


parts 


usual practice i to allow 


flu 


a day 


for 
the 
their 


hing to continue 


or two atter 


left for 


the 


scholars have 


Then water 


of the 


holiday 


upply to cistern 


ome 


i hut off, leaving one, or 


more if considered necessary, 


throughout the vacation, dur 


will 
interval 


continuously 
the 


them at 


fo tunction 


clear water 
The 


contract 


ing which period main traps have 


passing through frequent owners 


to 


the 


usually 
flush 
periods during 


of town and country mansion give a 


a plumbing firm, to thoroughly and clean out 


drainage systems at set the year; conse 


quently, in these cases, the main traps give no trouble 


either from smells or stoppage 


I do 
British 


article, 


the statement in the 
the 


the 


not que tion the truth of 


referred to in 
flushed 
also feel certain that the putrescent 
which gave WAS LYING ALONG 


BETWEEN THE TRAP AND THE SEWER, 


Committee previous 
that 


ceased to exist, 


report 
when the 
but I 


rise to the odors 


traps were out smells 


matter 
THE DRAIN 


~ 
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and that by passing a large volume of water through 
the trap, this drain was well flushed with the result that 


the decaying, evil-smelling matter was washed away to the 


main sewer, and the cause of the smells thereby removed 


It must be remembered that many of these drains 


being of modern design, are too large in diameter, 


that 
science of 


not 
ago when 
the 


excellent 


also they were constructed many years 


the 
being 
places for solid 


drainage was in its infancy, result 


that, in some case they form lodging 


matter which rapidly putrefies 


Some years ago an English firm put on the market 
a closet which wa flushed by the waste water from 
the kitchen sink The sink waste pipe discharged into 
a pivoted ‘“‘tipper,”’ which, when it became full, over 
balanced, and discharged its contents through the trap 
of the closet and into the drain. This so-called sanitary 
fitting consisted of a trap fixed about 5 ft. below ground 
level, above which a circular, glazed stoneware pipe, 


12 in. in diameter extended 
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air contained so many more or so many less, they would 
have supplied us with some useful information and data, 
stated to which diseases 
“Sewage microbes” is a term 
and serves no useful 


especially so, had they also 
the allied. 
which is very vague indeed, 


Further comment is therefore unnecessary. 


germs were 
pur- 


pose. 


IN FAVOR OF THE TRAP 

HAT can we who favor the trap say in its defence? 
W me OLD branch sewers or house sewers, which 
extend from the main sewer to the house drain are 
often too large, and their inner surfaces not sufficiently 
Consequently, some of the solid matter, fail- 
ing to make a quick and direct passage to the main 
sewer, finds resting places along the inside of the pipes 
just the normal Resulting unpleasant 
smells may not contain germs of serious diseases, but are 


smooth 


above water line. 
objectionable because of being so offensive. 


The cost, inconvenience, 



































to the underside of the closet and the difficulties consequent 
seat When the “tipper’’ dis | upon modern street traffic, all 
charged its content the pipe prohibit the idea of recon- 
which conveyed it away en * - struction except under such 
tered the 12-in. pipe just circumstances as_ those al- 
above the trap so that there ready mentioned. It is there- 
were practically 15 sq. ft. of . fore a case of making the 
filth collecting surface which : : best of a bad job. Under no 
was never flushed Seeing ie with mica 7 circumstances would I permit 
that these closets were always io a which would Close these pungent and offensive 
flushed with dirty water, and against back Pressure odors to be discharged from 
that the flushing took plac: a vent pipe terminating above 
at very irregular interval the roof of a house, and to 
the fact that a considerable prevent this I still advocate 
quantity of objectionable the use of the main trap, 
solid matter was left lying leaving the ventilation of the 

after each flush sewers to be accomplished by 





in the drains 


did not surprise any sania 
rian who knew his business 
Matters were even worse, when, as sometimes happened, 
the pivots on which the “tipper’’ swung, gave way and so 
put it out of action, the water then flowed through 
the entire apparatus direct from the sink with the re- 
sult that the small volume of waste water was quite 
insufficient to thoroughly change the contents of the 
closet trap. The whole apparatus was nothing less than 
an abomination; consequently, it soon fell into disfavor, 
but when first brought out, a large number of them 
were fixed, and doubtless a good many of them still 
exist. It would, of course, be impossible to prevent 
the emanation of objectionable odors under such con- 
ditions, and, had every intercepting trap in the neigh- 
borhood been removed, the nuisance would not have 
abated. 

I would now like to ask my American fellow crafts- 
men if they think these traps, which hold so little 
liquid, could possibly be the cause of the very objec- 


tionable state of affairs mentioned by the City Engineer 


in the report referred to, especially in view of the fact 
that the exposed surfaces of the water seal are very 
small indeed. 

The report informs us that sewage bacteria and sew- 
age microbes often exist in greater volume in the air 
of drains than in the air of sewers, and that they are 
in a large measure due to splashings. 

SEWER MICROBES 
HAT are we to understand by the term ‘‘sewer 
i eens? If the Committee had informed us 


that drain air contained so harmful disease germs 


in a given volume, and that in a similar volume, sewer 


many 





Fig. 


2 the best means placed at our 
science. 
It is our opinion that the 
pipe from an old sewer be fixed on, or allowed to dis- 


disposal by modern 


under no conditions must vent 


charge near a dwelling. 


The Committee in its report make out the strongest 
case in favor of the trap, which has yet come to my 
notice. Let us quote some of their statements: ‘It 
appears, in fact, that the characteristic of sewer air 
WHICH IS OF PRACTICAL IMPORTANCE IS _ ITS 


while one eminent expert put the case splen- 
didly as follows, “If sewer air presented NO SMELL, 
it would NOT DO THE LEAST HARM OR CAUSE ILL 
HEALTH.” Exactly! it could not be stated in a better 
Way. It is the smell which is objectionable, and to 
keep the smell back, we fix the intercepting trap between 
the branch sewer and the house drain. 


SMELL”; 


I would point out that the Committee admits that 
the house trap does fulfill its purpose as ‘‘a_ barrier 
to the passage of air from the sewer into the house 


drain.’”” When drain alterations have been in progress, 


I have told timid persons in the vicinity that the most 


dangerous forms of sewer air are often devoid of smell, 


but, so long as no smell existed, they were not in the 
least concerned, and in a few moments had forgotten 
all about the matter. I have also told people who have 


complained of “drain smells’ that the strongest smells 
are often the least harmful, and by the manner in which 
they looked at me, I could tell that they were thinking 
that I did not know my business. 

We do not 
know anyone who does. 

Fear is capable of lowering the vitality of th: 
and germs to a far vgreater 


like objectionable smells, and we do not 


body 


its resistance to disease 
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nce, 

lent 

, all 

con- 

such 

al 

ere- 

the 

mn The New York Regulation Cast Brass 

rmit Trap is but one member of the Wiseco 

sive Trap family. Having a large smooth water- 
' way it allows a perfect discharge without 

pe the annoyance of continually cleaning it. 


cate 


rom 


Due to its having a 2-inch Water Seal, it 
a gives assurance of a perfect seal under the 
d by most trying conditions. 
sy It is regularly furnished with a Cast 
went ; C. O. Screw that has a good wrench surface. 
dis- The Inlet has an extra large washer surface, 
and, along with an 1!4 inch I. P. S. Nut, it 
permits a water-tight make up without 
needless labor. 
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Specify Wiseco Products 
Your jobber can supply you 


No industry has more to do with the 
comfort and happiness of the people 
than plumbing and heating; yet other 








industries are mal, ing gre ater progress 
in volume of business done. There 
must be a reason. The way to larger 


that 

irrier MANUFACTURED BY 
nOnRS sales of plumbing and heating goods 
Bress, J B W ISE I is through better stores, better show 
most - . 9 nc. windows, better advertising, effective 
mell Watertown, N. Y. sales plans, etc. If the plumbing and 


n the heating indus 

otten = Offices: tries are lagging 
New York, Philadelphia, Chicago, Dallas. San Francisco S 

have behind other 


mells industries, we 
which have ourselves 
nking to blame. Ask 
: ‘em to buy 


» not — The Oul ———— Mi 


pody REMEMBER ME 


reatel 
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ent 1} Vhe op n| n offensive 
I ‘ } ( nh that the been ¢ 
posed ‘ ( 1186 ‘ nd figurative peaking ! 
! ker el teps in I lirection 

Tere ) 

he iD ¢ of the eee i plumber i ne Oo! 
to make client cure igain harmful microbe 
ron t! Ir nad it n but iisoO to gBilVve them 
feeling ¢ ! ind therelt in their confidence ar 


THE FRESH AIR INLET 


THEN main trap is fixed, we connect a_ fresh 
iir inlet of ample ize to the house drain a 


near to the trap a possible In Britain, as will be 
ee! fron the ketche thi Is Often taken Into the 
top ‘ ntercepting cl mber in tl i ot tone 
vare drait Wher tl drain are of cast iron the 
fr } r inlet i ially connected to branch on the 
ntercepting chamber I have never known these iit 
inlet to give trouble At present I have two in mind 
one is fixed at a height of 5 ft in from ground level 
in a narrow covered passage 4 ft. 6 in. wide, 10 ft 
high, and 22 ft. long which runs between business prem 
f The other fixed about 18 ir from the ground 
and ust under the ill in front of a bay window I 
have never heard of anyone making a complaint against 
either of these inlet Thousands of people pass the one 
in the passage in the course of a week Oo that were 
at objectionable smells emitted, complaints would soon 
be made We do not approve of fresh air inlets being 
fixed in uch position is those just mentioned since 
by using a few extra feet of pipe, which does not make 
the inlet le efficient, it is generally possible to put 


them in an out-of-the-way place where they will not be 
) 


noticeable out of ight ont of mind.” Fig. 2 show 


the type of fresh air inlet in general use in Britain 


SUMMING UP 
N summing up, we wish to state as clearly as we po 
| ibly can that, if for a township an entirely new 
ystem of drainage was being constructed on modern line 
and in accordance with present day knowledge, we should 
not, In such a case, consider the intercepting trap to be 


necessary and would not, had we the deciding of the 


matter, allow any to be fixed Every vent and soil pipe 
would then assist to ventilate the entire sewerage and 
drainage vstem BUT, when we have to deal with old 


and faulty sewers and drains, the case is different, and, 
in my opinion makes the use of the trap and the fresh 
air inlet absolutely necessary Finally, the trap doe 
not in our experience impede the flow of sewage so 
seriously, nor block up so frequently, nor give rise to 
uch objectionable smells as many seem to suggest In 
forming our opinions we have not been influenced by the 
Committee’s report, but, during a somewhat lengthy and 
varied experience, have made our own investigations and 


have drawn our own conclusions 


THE TRAP AND THE SEPTIC TANK 
T is NOT necessary, in our opinion, to fix an intercept 
| ing trap in connection with a properly designed septic 
tank, but there should be a fresh air inlet connected to 
the drain between the tank and the house—not too far 


away from the tank 


William Covey, Oldtown, Ark has announced plans 
for building a swimming pool as a tourist attraction 
The town of Alma, Nebr., is considering the construe 


tion of a swimming pool to cost approximately $7,000 
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Reducing Amount of Heating Surface . 


iS 
lemperature of Steam Increases 
By L. M. Emmet 
ALCULATIONS of the amount of heating surface 


required for any given temperature requirement ary 

based on the emission of heat by the surface to |, 
ised This emission varies greatly, both with the kind 
of surface used, and also very importantly with the posi 
tion which the surface occupies, both in relation to the 
freedom with which air is brought into contact with th 
urface, and also as to whether or not the direct rays 
of heat which are sent into space by the surface are 
impeded or not The amount of the total heat emitted 
by ordinary heating surface placed in an unobstructe: 
position is about 30 per cent of the total heat emitted by 
i unit standing in still air at 70 degrees temperaturs 
In estimating the heat emitted by any given surface 
he rate at which heat passes is figured in British ther 
mal units per degree difference in temperature between 
the surface of the unit and the surrounding air. It fol- 
lows, therefore, that the total heat emitted increases with 
the internal temperature of the heating medium, when 
the surrounding temperature remains the same. For that 
reason, smaller amounts of surface may be used as the 


hot water increases in temperature or as the steam pres 


sures and therefore steam temperatures, increase In 


ordinary heating calculations, zero gauge pressure, which 
corresponds to 212 degrees temperature is used in the 
temperature of the heating surface, and the surrounding 
air is taken at 70 degrees, ‘‘still air’’—that is, air that 
is not moved by external force 

It frequently happens, that the heating contractor, hav- 
ing based his calculations on the above data, using for 
mulae that fit these conditions, finds that steam pres 
ures higher than he figured on will be used. In such 
cases the following conversion table will be found useful. 
In the table, any given amount of surface required to 
raise temperature to 70 degrees, with steam at 212 de 
grees is taken as 100 per cent; smaller amounts of sur- 
face may be used as the pressure of steam increases; thes¢ 
amounts are expressed in percentage of the amount used 
at 212 degrees 

The table is applicable to still air at 70 degrees, only; 
this being the temperature most often required. 


‘ 
0 degree temperature, compared to the amount 


Table of the reduced amounts of direct heating surface re- 
quired at 7 
” 





used at 21 degrees (zero) stenm te peratures 


Percentage of Surface he 
i I’re ire Gauge quired, Compared to At 
at Zero Pressure 
0 Ib 100 per cent 
2 ib 95.6 per cen 
§ Ibs 90.5 per cent 
10 Ibs, 83.5 per cent 
] Ib 78.9 per cent 
20 Ibs 75.13 per cent 
25 Ibs 72.08 per cent 
30 Ibs 69.12 per cen 
40 Ibs 65.44 per cen 
50 Ibs 62.28 per cent 
75 Ibs 56.8 per ¢ t 
100 Ibs 52.99 per ¢ t 
12 Ibs 50.15 per ce 
150 Ib 47.97 per ¢ 


MASTER PLUMBER CELEBRATES FIFTY-SEVENTH 
_WEDDING ANNIVERSARY 

Mr. and Mrs. H. F. Johnson, of Kingston, Pa., cel 

brated their fifty-seventh” wedding anniversary on Feb 

ruary 19 Roth Mr. and Mrs. Johnson are in good healt! 


In spite of his seventy-eight years he attended the 
meetings in Scranton and Pittston at which olone 


Archer spoke and was one of the most active 


attendance 
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These twenty plumbers 


sold 758 /Wwerllot Heaters in 1924 


1—Harroun Plumbing 11—W. Fred Grosscup, 
& Heating Co., Baltimore, Md. 
Detroit, Michigan 


2—Will Peters, 
Baltimore, Md. 


3—James F. Hallinan, 13—Fred Flader, 
Philadelphia, Pa. Evanston, Illinois 


i & Par- 14—David J. Baker, 
r Detroit, Michigan 
Detroit, Michigan — . 


5—J. H. Schulke, 
Philadelphia, Pa. 


s } "4 . 3 6—J. M. Kalish, 
nding SE ao Chicago, Illinois 
that Ler c's 
a 7—Charles T. King, 
- 2 = Be Maer Baltimore, Md. 17—J. Bert Lentz, 
ao Fi ae Philadelphia, Pa. 
5 for >» = % 3 8—G. Weber, 
res | & Philadelphia, Pa. 


9—Cunningham Heat- 


i 1 
on a 19—Chester L. Tuck, 


9 


10—S. T. Damitio, 
Detroit, Michigan 


12—C. W. Jones, 
Chicago, Illinois 


1§—Charles Schaffer, 
Baltimore, Md. 


16—Wm. M. Anderson, 
Philadelphia, Pa. 








18—A. P. Spires, 
Chicago, Illinois 





20—E. c. Oakes, 
Chicago, Illinois 


only; 





ce re- 
mount 





An Average of 37 EverHots for Each Plumber on the List 


Figure it for yourself—wouldn’t the profit on thirty- 
seven EverHot Heaters be quite a nice addition to your 
income? And it is a net profit, too. Our distributing 
organization now covers practically the entire United 
States and assumes the full responsibility for the serv- 
ice and attention that may be necessary to make every 
owner a booster. 


The EverHot Heater has none of the disadvantages of 
the old types—no reduction of water pressure no lim 
ing troubles—-no condensation — no burner troubles 
practically free from the necessity for service eco 
nomical in operation-- modest in price. That’s the 
heater that builds good will for the plumber who in- 
stalls it. 


FverHlot Heater Company 


5211 Wesson Ave. 


Detroit, Mich. 














March 14, 1925 






DOMESTIC ENGINEERING 





—_ 











Woop ToiLet 

















The Cross Grain 
Withstands the Strain 









VERY Never-Split Seat is made of 
four sections. Each section is so fash- 
ioned that the cross grain of the wood 
follows the hole. Undoubtedly this is the 
sturdiest, the most durable construction for 


come to be the standard of comparison for 
all wooden seats. 


Never-Split Seats are finely finished. Both 


the quarter sawed oak and the selected red 
gum are put thrgugh many processes which 


a wooden seat, and once these four sections 
are joined by the famous Never Split bolt 
cons:ruction, they hold fast ever after. The 















give them a beautiful and durable finish. 
There is a model for every type of bowl. 


joints can never come apart. The seat can * * * 


never split or warp. If you haven't a Never-Split Catalog, write 
for one today; also for construction models 


and free display signs. 





This construction has been famous for 
twenty years, and the Never-Split Seat has 


NEVER SPLIT SEAT COMPANY 


Dept. 23, Evansville, Indiana, U.S. A. Raaak aunts of now 
Founded 1905 brass is used. They are 
; —_— so well set In that they 
Hard lengthen the life of 
the seat. 


A seat Is only as good 
as its hinge. Never-Split 
Hinges are designed for 
great strength and dur- 
ability, and only the 








The EverNu is the perfect seat. 
rubber, molded !n one lasting piece; it 
can't warp, split, crack, or craze. It is 
imperviousto acids and cleansers. Ever 
lasting — it is always new. Models for 
every type of bowl. 























The Largest Manufacturers of Toilet Seats in the World! 
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Flow of Steam in One-Pipe Risers 


whether 


Fig. 1, and 
the 

velocity in the risers of a one pipe steam 
heating This, explains Prof. A. C. 
Willard, is the velocity at which the steam flow- 


HE apparatus shown in part in 


in Fig. 2 was used to determine 


system. 


ing up the riser to supply a radiator begins to 
the return of the 
flowing down the riser against 

feature of the plant is 
inserted in the riser. 

By reference to the line drawing, Fig. 2, it 
will be apparent that steam taken from the steam 
main at the right is supplied to a radiator on the 


water of 
the 
the 


interfere with free 
condensation 
The 


glass tube section 


steam. novel 


floor above at any desired pressure, usually about 
2 lb. gauge. 
must all 


Scales at 


The condensation from this radiator 
the condensate tank on the 
Knowing the weight of con- 
is possible to compute 


collect in 
the left. 
densate in hour, it 
the velocity of the steam passing up through the 
Actual observation of the conditions 


one 


glass riser. 


“critical’’ 


in full 








wil- 


Pro- 


A. C. 
lard, 
fessor of 
Heating and 
Ventilation, 
and head of 
the Depart- 
ment of Me- 
ehanical En- 
gineering, 
University 
of Hilinois 


43 


in the glass tube shows at a 


glance there is any 


interference between the counter flowing currents of steam 


and water. 

The first 
ing in still air at 
1.76-in. diameter tube in place no interference is 


the radiator stand- 


deg. F 


test is made with 


about 70 and with a 
column ra- 
The 
the fans 


when an ordinary cast-iron 


100 sq. ft 


observed 


diator of area is in operation. 


next and succeeding tests are made with 


also in the rapid movement of air 
over the 
densing capacity 


and 


operation; 


radiator materially increasing its con 


As the fans are turned to dis 


charge more more directly across the ra 


diator sections in each succeeding test, a velocity 


obtained at which drops of water will be 


the 


is soon 


observed passing upward with steam while 


the principal portion of the condensate flows down 
the tube the 


desired from 18 to 


the inside surface of glas This is 


“critical” velocity and ranges 


22 ft. per second 
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Boilers for Heating 
Large Homes 





























The heating of a compactly 
designed home is one thing and 
the heating of a large, sprawl- 
ing building is quite something 
else 


When you tackle a job of the 
latter sort, which your experi- 
ence teaches you is likely to be 
the source of trouble when the 
mercury tries to drop out of the 
bottom of the glass, just bear in 
mind the Gurney ‘900°’ Series. 





They are especially designed 
for such service. If the proper 
size is selected -and we'll be 
glad to help you make the 
choice - you need have no 
anxiety about satisfactory re- 
sults 


























We have prepared a little folder 
giving complete and interesting 
information on this exceptional 
line of boilers. We'll be glad to 
send it if you'll write for it. 
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(GURNEY HEATER MFG GMPANY. 


General Offices—BOSTON, MASS. 


NEW YORK 93-95 Oliver Street PHILADELPHIA 
11 East 42nd Street 108 North 17th Street 
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The equivalent size of radiator 

standing in still air which would FLOW OF 

condense the same amount of steam Barom 
- ; Sarom 

as a radiator subjected to a blast of a 

moving air is readily obtained by 

dividing the weight of steam in 1b 


str 
e/er 


J Air valve 


condensed in one hour by 0.25 Ib 
It has been found 
that a glass tube of 
1.76 in. internal diam 
eter will produce the 





“critical velocity’ when 
used with a _ radiator 
having an equivalent 








; still air area of 200 
Vv. R. Flem- sq. ft. Since such a 
ing, Assist- commercial pipe size is 
ant Profess- 
or of Theo- . " ‘ 
retical and installation in a build 
Applied Me- ing should be made 
chantes, Uni- with 2-in. standard 
versity of 
Illinois 


not made, the actual 


pipe Moreover, the 
actual pipe size should 
be large enough to 
keep the velocity safely below the 
“eritical velocity.”’ It is probably de 
sirable not to exceed 16 to 18 ft. per 
second velocity in one pipe steam 


risers. 


A FURTHER EXPLANATION BY 
ONE OF THE CLASS 


& the 2-pipe system, the steam flows to the radiator 


in one pipe and the condensation returns in another 

In the 1-pipe system steam flows to the radiators and 
water returns from the radiators in the same pipe. This 
is especially true in the risers and branches. The steam 
mains can usually be arranged so that the condensation 
will flow in the same direction as the steam and be re 
turned to the boiler or heating plant as desired 

In the 1-pipe risers and branches, we then have steam 
and water flowing in opposite directions. Steam flow- 
ing up and the water flowing down cause interference 
with each other. 

The apparatus used to demonstrate this condition of 
flow consists of a single 2-in. pipe riser supplying steam 
to a three-column radiator 28 in. high, 20 sections and 
having 100 sq. ft. of surface, as shown in Fig. 2. 

A section of glass tubing was inserted in the riser 
so that the action on the returning water could be seen. 
When agitation of the water took place, there was also 
agitation of the steam which could not be seen. There 
was, therefore, resistance to the flow of steam going up 
to the radiator and to the water flowing down from the 
radiator. Under certain conditions of rapid steam flow, 
the steam may force the water back up into the radia- 
tor and prevent it from coming down, 

After this condition has existed for a time, the accu- 
mulation of water in the radiator will overcome the 
action of the steam and the water will rush out When 
these conditions continue, the radiator may become noisy 
and its action irregular. 

In selecting pipe sizes for a single pipe system, it will 
usually be satisfactory to assume that the velocity of 
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the steam going up through the riser will L000 ft 
to 1,200 ft. per minute This may be illustrated 
by an example Ordinarily, a 100 sq radiator will 
condense 25 Ib. of steam per hour Assume the steam 
pressure to be 2 Ib. gauge on ae absolute The 
following relation may be us 


I w 


Where F is the area of pipe in sq. ft., W is the velocity 
of the steam in ft. per minute, M is the pounds of steam 
flowing per minute and v the volume of 1 of the 
pressure of the steam 

Basing our calculations on the elass ection, the in 
side diameter of which is y 


25 


M 1166 
60 
1166 
at 16% Ib. absolute 
01767 
minute, 

That is, when the radiator is placed in still air, the 
velocity of steam is so low that it will not cause the 
water to back up or interfere with the flow of steam 
However, when the radiator is first turned on, the con 
densation may be much greater or if a fan i t to 
blow air against it, the condensation may be increased 
The same condition will be found if the pipe sizes are too 


small 











The Questions and Answers Department is open to all readers. 


what is more 


swered. 
man who is in need of information. 






















































































RANGE BOILER CONNECTED TO WELL 
Editor, ‘“‘Domestic Engineering”’ Fig. 1 shows a range 
boiler piped to a flowing well The height of water is 
20 inches above the tank This system does not work, 
as it becomes air-bound I placed two air valves on the 
cold and hot water pipe as shown The overflow has 
Air Relet Valves 
p= i ~ 
| i 
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+ ' i 
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Sink 
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fold from Well 
Fig. 1 
to be open to keep the water from freezing between the 
well and the house This creates a vacuum so we do 
not get hot water at the kitchen sink Will you please 
suggest a remedy 
Michigan E. E. E. 
Mot 
' 
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i 
zg ' * 
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Correspondent submits a sketch, Fig. 1, of a hot water 
system with they 


Note particularly the air valves on both the hot 


supply connections as should not be 


made. 


this department is an open forum, where readers may discuss plumbing and 
questions about the things you want to know, and don't fail to send in your comments and criticisms of questions that have been an- 
While all questions are answered by men who are expert in their particular lines, your experiences may help a fellow crafts- 
This department is for the craft. 
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Here their questions are answered—their problems solved. And, | 
heating subjects. Don't hesitate to ask } 


Use it freely. There are many ways to untie knotty problems. 





and the cold pipe, as well as a riser and a return in 
the cold pipe. This pipe runs to the sewer and the wa 
ter is running continually to prevent freezing. Nearly 


all the fittings at the top of the boiler are unnecessary 


Simply omit return bend and air valves and connect as 
shown in Fig. 2 Place drain cocks as shown at A and 
B, allow drain cock at A to run a small stream in freez 


will not freeze. 
and drill ,4;-inch 
entering boiler 


ing weather, and supply pipe from well 


9 


Run hot pipe to sink as shown in Fig. 2, 
hole in the cold 
Installed this 
to hinder a plentiful supply of hot water. 
that hard, and 
trouble or water-back. lime 
water in the in from to two 
months, if install water-softening de 
vice as part of the hot water supply system. For safety’s 
it is absolutely this in of 
kind. 


water tube 
there 
Bear 


anti-siphon 
is nothing 
in mind 
liable to 


as shown. in manner, 
are 
The 


one 


water is 
the 
cake 


not 


though, well you 


have with coil in 


hard will coil 


you do some 


sake necessary to do a case 


this 


ANOTHER INSTALLATION THAT DID NOT WORK AS 


EXPECTED 
Editor, “Domestic Engineering’’:—-Kindly give me in 
formation about a range boiler connected to a coil in a 


heating boiler that heats water about two-thirds of tank 
The water in the bottom does not get hot. This boiler is 
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Fig. 1 
also connected with the coal tank heater which heats al! 
right. The top connection from the heating boiler con 
nects with circulation from the heater. One-inch outlet 
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C the hi ghest of 


purity standards is 
but one of the many 
advantages enjoyed 
by users of 


Srest-O Lite 


THE PREST-O-LITE COMPANY, INC. 
Oxy-Acetylene Division 


General Offices: Carbide & Carbon Bldg., 30 East 42d St., New York 
In Canada: Prest-O-Lite Co. of Canada, Limited, Toronto 


31 Plants—55 Warehouses— 21 District Sales Offices 
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SYPHON AIR VALVE 


émbodying Do Yhermostatic Principles 


Bz. Rea Sabet Ad 


Quality materials and workmanship—proven The efficient construction of the venting seat 
efficiency of operation—special Dole thermo- —the improved Dole syphon—the special 
static principles— these are the factors that syphon lock collar and the float rest are a few 
make the Dole Syphon Air Valve in great of the special features with which every up- 
demand all over the United States. to-date steamfitter should be familiar. 


If you want a better air valve at a lower price, send for 
our diagram blue print showing detailed specifications 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave., Chicago, Ill. S 
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in the center of the boiler is plugged but is lower than 
top outlet in the heating boiler I thought that the 
range boiler was not high enough Please give me your 
opinion on this subject. 

Virginia. L. S. E 


Correspondent wishes to know why the installation 
shown in Fig. 1, does not work. He claims the tank will 
not heat. How could it? Compare Figs. 1 and 2, and 
it will be noted that there is no check valve in Fig. 1 in 
the return line, and every time the hot water faucet is 
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Fig. 2 
opened, cold water backs up to hot faucet as readily as 
the hot, hence no hot water there. The hot pipe from 
the coal heater should enter the hot pipe above the boiler 
as shown in Fig. 2. The hot side of the coil from the 
furnace should enter the side of the boiler near the top 
as shown. A new tapping must be made here for this 
purpose by the use of cutting tools and plugs or spuds. 
Place a horizontal check valve in the return line at A, a 
drain cock at B, a drain for furnace at C, in Fig. 2, and 
provide an anti-siphon hole in the boiler tube at D. When 


connected up in this manner there should be no trouble 
at all. 


A BOILER ON A LEVEL WITH FIXTURES 








Editor, ‘‘Domestic Engineering” I would like to know 


so 
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with the 52-gallon boiler at the same height as the fix 
tures. I figured on a job and the owner asked me about 
it. I told him if his boiler was down in the cellar it 
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if there is any way to make a hot water circulating job 
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could be done, but I did not think it could be done oth- 
erwise. The man who got the job said he thought he 
could do it, and I would like to have your decision 
I know that in the hotel next door they have a circulat- 
ing job to all the lavatories and tubs, but the boiler is 
in the cellar. The job I mention is in a barber shop and 
the hot water to the fixtures goes down through the 
floor and across to the fixtures and up through the floor. 
Please give me your opinion 
Kentucky. a. as Te 


There is nothing to hinder such a system from work 
ing All that is necessary is to run the hot pipe down 
through floor, under same to fixtures then up to faucets. 
From under basin as close to faucets as practicable, put 
in a tee, from which run again down following hot pipe 
until bottom of boiler is reached, then into same with 
a check valve. Be sure to install check valve so that 
the pressure from the boiler will close same, thus pre- 
venting cold water from bottom of boiler to back up 
through the return line when the hot water faucet is 
opened Install with valve, drains and check as shown 
in Fig. 1, pitching pipe as indicated, and your job will 


work satisfactorily 


William M. Logan, of Harrisburg, past president of 
the Pennsylvania Master Plumbers’ Association, has been 
appointed to serve on the plumbing examining board of 
Harrisburg He will fill the vacancy caused by the death 
of C. Fisher, who was a member of the board 

Andrew F. Curtin, president of the A. F. Curtin Valve 
Co., Medford, Mass., and a former director of the Na- 
tional Association of Master Plumbers, recently addressed 
the Philadelphia Association of Master Plumbers. 

Fred A. Heilbron, plumbing contractor of 1416 Fifth 
street, San Diego, Calif., has announced his candidacy 
for mayor of that city. Indications seem to point to his 
uccess at the election He is now in the City Council. 

D. A. Deacon, whose plumbing establishment is at 851 
Seventh street, is another San Diego master plumber who 
is active in political life He is a candidate for the 
office of city councilman Mr. Deacon is also active in 
the work of the San Diego Master Plumbers’ Association. 

jen Olson & Company, Tacoma, Wash., on a bid of 
$12,051 for plumbing, and $38,130 for heating, was 
awarded the contract on the $180,000 Robert Gray 


school to be built in Tacoma 















WwW. P. Leffler and H. B. West, both of Leffler & McGuckin 
Viumbing & Heating Co., of Akron, Ohio; A. M. Dodd, sales 
manager, and KR. S. Gibson, assistant sales manager, both of 
Horton Mfg. Co., of Fort Wayne, Ind.—Mr. West is washing 
machine salesman for the above-named plumbing and heating 


concern and devotes all his time to this line of work 
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IT PAYS TO USE GOOD TOOLS 

































Here is a typical scene on many a 
job but not so much as it used to 
be. You can’t blame the men for taking 
time to hunt for dies — it can be easily 
stopped. 


This scene was taken on a school job 
in Pittsburgh a year ago but it won’t 
happen again. The Master Plumber has 
corrected this waste. 





It Costs Real Money 
to Do This 


How much do you pay each year to hunt for and change 
loose parts? 


Minutes are profit in the making. Why waste them? 
They can be saved —- EASILY. 


For instance, Beaver Die Stocks are complete within 
themselves. They have no loose dies. To change from one 
size pipe to another, simply shift the dial plate — that’s 
all and the tool is ready. You do it almost instantane- 
ously, and the universal chuck avoids bushings. 


You save several minutes every time you cut a thread 
with a Beaver — and this saving runs into real money in 
a year’s time. And don’t forget the cost of replacing lost 
dies —- dies that could just as easily be saved. 


If you use Beaver Die Stocks you never lose dies — you 
can’t — for a Beaver Die Stock is a “Strong Box for Your 
Dies’’~— they’re always in the tool ready for you. 


Three self-contained Beavers are shown at the right. 
But you really ought to have a copy of the Beaver Pocket 
catalog to tell the whole story 


Write for your copy. 


The Borden Company 


§10 Dana Avenue 
Warren, Ohio 
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Three BEAVER 
Profit Tools 





No. 6 Beaverette 
44 to % inch 
Adjustable 





No. 26 Beaver Ratchet 
1 to2 inch 
Adjustable 








BEAVER 


The Easiest Way to Cut Good Threads 





No. 41 Beaver 
244 to4inch 
Adjustable 
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The Rest} . ot Our Truck: are 
A SHOP WHERE IT STOPS 
A STORE AT YOUR DOOR 
IZ06M Ct P} 1g 








ERCHANDISING is the art of sell- 
ing what you haveto offer—-whether 


it be definite products, or a serv 


ice. Recognizing this fact, the Enterprise 
Plumbing & Heating Company, Little 
Rock, Arkansas, have gone about mer- 
chandising their ‘plumbing shop on 
wheels.”’ 

This fine idea in service is like every 
other idea—it has to be brought fre- 
quently to the attention of the public. Not 
content with calling attention to progres 
siveness through regular advertising chan- A beeth at the 

' . County Fair, ecall- 
nels, this company has made a traveling - ing attention to 


billboard out of the truck, as indicated bit the plumbing shop 
. on wheels 








by the photograph. 

Here, in a few words, the whole idea is 
explained. Surely nothing could do more 
to win confidence. In the face of such an 
offer the old and worn-out jokes about going back for’ is confident he will get it from the “Shop on Wheels.” 
tools must turn their faces to the stars and rest in peace But he might never have known of it if the Enter- 
forever. prise people hadn’t merchandised it so thoroughly He 

To realize the value of this kind of publicity, place might never have seen an Enterprise advertisement. sut 
yourself in the position of the householder. Today he _ sooner or later he’s bound to see the truck on the streets, 
sees the truck on the street. He will be impressed by its with its slogan, ‘‘At Your Service Now.’’ That word 
unusual character. Tomorrow he is suddenly in need of “Now” will be a powerful solvent for all his troubles. 
service. A leak threatens damage—the toilet is stopped Then think of the thousands who attend the annual 

any one of the thousand-and-one things that can go fair. It might have been possible to build an interest 
wrong in plumbing and heating equipment crops up. ing display with complete bathroom equipment, and so 

The memory of that ‘‘shop on wheels’’ will be strong forth. They chose to merchandise the “shop on wheels”’ 
in his mind. He’ll feel sure that there will be no delay wisely, too, for it is a new idea and one that needs a 
in getting the trouble fixed. It will bring the whole’ great deal of publicity to familiarize the public with it 
plumbing shop to his door. He wants quick service, and completely. 








on 
bdo 


DOMESTIC ENGINEERING March 14, 192: 


SP 
io 2) 
oO a —— 
VfffllZ 
i UY Uff i Uy Yj, 
p Wf 2 ae Yj Wi 


3 Yj I // | ) 
yg WHA 
y //, / My é Jy i 
y) V4 LI / //| | iI!/ 
/ / | / 
/ // ] | 


I) / WH YUP 
MMM yy 

Uf} 7) y ! 

: i NK | fu | : 


M 
/ yy iii 
Me i aie 


ag 
NS . My 


as 





“* 
ane ad 


Meo pengtt 











The MADERNO 


Let the Maderno increase your profits 


If you actually made the whole profit The seat too, has this extra opening. 
you figure on every water closet you in- ; : 
stall, wouldn’t your books tell a different The tank is fitted with guaranteed 














story? 


“Cheap” closets are costly in the end 


because the profit is all eaten up in trying 


to keep them sold. 


The Maderno is trouble proof — you 
get ALL the profit you figure. 


The opening of the Maderno bowl is 
23¢ inches more than a regular closet. 


trimmings. Both closet and tank are 
tested at the factory under water. 


The outfit comes to you all packed 
complete in one crate. 

National advertising is acquainting 
your customers with the Maderno. It 
only costs{them a few dollars more than 
the “cheap” outfit—and it’s worth it. 


“Ask ’em to buy’’—a Maderno—and they will 


THOMAS MADDOCKS SONS CO. | 


TRENTON, 


Mention Domestic ENGINEERING 


N. J. 


when writing advertisers. 
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North Dakota Has Spirited Session 






National Director Don Holt stirs annual meeting of North 


Dakota Masters with splendid address. 


Ay WF . 


Hoppert, Wahpeton, elected President 


OR interest in the discussions, and attendance at 
Fe convention sessions, surely the master plumbers of 

North Dakota are second to none in the country. 
The Fifth Annual Convention of the Master Plumbers 
of North Dakota, held March 3 and 4, in the Grayson 
Hotel at Devils Lake, N. Dak., characterized by 
spirited discussions and a never-lagging interest in what 
the various speakers had to say, and indicated a fine 
public spirit in endorsing the resolution condemning the 
pollution of streams, submitted by ‘Domestic Engineer- 
ing.”’ 

With President Chas. Wiley, Minot, in the chair, the 
delegates listened to addresses of welcome by James Sten- 
son, of the Devils Lake Master Plumbers’ Association, 
and by A. V. Haig, president of the City Commission. 
President Wiley responded and, after a roll-call, sub- 
mitted a report of his activities during the past 
Coupled with the report of T. S. Halligan, Jamestown, 
secretary of the association, there ample evidence 


was 


year. 


was 


that the officers had been alert and on the job, helping © 


to build up the state body and the various local asso- 
ciations. 
President Wiley then announced the following commit- 


tees: Credentials Committee: Jos. Kellar, Fargo; Frank 
Gallagher, Jamestown, and James Stenson, Devils Lake. 
Resolutions Committee: H. P. Taylor, Jamestown; Mr. 
Creighton and J. S. Hulteng, Grand Forks. Auditing 
Committee: Mr. Casper, Devils Lake; Andrew Peterson, 
arand Forks, and P. J. Connolly, Valley City. 
THE APPRENTICE CLASSES 
N a real, common sense, heart to heart talk, E. F. 
Riley, president of the North Dakota State School 


of Science, Wahpeton, N. Dak., told the master plumbers 
of the efforts being made by his school to aid in the 
teaching of plumbing. He was followed by A. W. Hop- 
pert, of Wahpeton, who, in addition to conducting a 
plumbing business, also acts as instructor of plumb- 
ing in the school. This school for plumbers uses the 
same course of study that has been used at Dunwoody 
school, Minneapolis, for a number of years, together with 
lesson sheets and instruction provided by the National 
Trade Extension Bureau. 

A wire was received from National Director Don Holt, 
of Sioux City, Iowa, stating that a train wreck had re- 
sulted in the missing of train connections at St. Paul 
and advising the convention that he would be along on 
the next train. Therefore W. W. Hughes, of Minneapolis, 
was called upon and outlined the work of the Minneapolis 
and the Minnesota associations; the National Association 
and its constructive program along the lines of standardi- 
zation, scholarship, and the National Code; the National 
Trade Extension Bureau, its start, its growth, its present 
activities, and the ‘“‘Ask 'Em to Buy” campaign. 


ROUND TABLE DISCUSSION 


FTER a brief recess for dinner, the meeting was 
A again called to order and a “round table” discus- 
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sion followed an address by W. W. Hughes in which he 
touched upon the Thursday noon meetings of the Minne- 
Plumbers’ 
inspections, the Dunwoody instruction for apprentices and 
the trade, the 
ples, the Heat by Radiation campaign, 
tion, 
national advertising, welding of steam mains and branches, 
Starbuck 


gineering,’’ and the estimating of 


apolis Master Association, city examinations, 


men in labor costs, twenty basie princi 


Portland conven- 


comfort stations, advertising and the tie-in. with 


and his instructive articles in ‘‘Domestie En- 


plumbing and heating 
jobs. 


SOME FINE ADDRESSES 
the committees on 


NOLLOWING reports of 
day morning, D. R. Thomas was 


in a spirited address with his four bricks erected a busi- 


Wednes 
given the floor and 


ness structure known as the four “C’s” Capital, Capa- 


bility, Community and Character. 
Andrew 
most interesting and 


Peterson, of Grand Forks, thereupon read a 


well rounded out article on ‘‘Pres- 


ent Day Conditions in the Plumbing and Heating Indus- 


try in North Dakota,” 
Mr. had 
to the preparation of his paper. 


which proved, without doubt, that 


Peterson given a great deal of time and study 


A dinner in the nature of a banquet was followed by 
reports of various committees, the election of officers, and 
a stirring, active, address by National Director Don 


Holt, of Sioux City, Iowa Mr. Holt had his facts and 
figures right at his finger tips and reeled off information 
in a way that took the crowd by storm He 
North Dakota the 
President Vogelpohl and the National Association to aid 
them in brief the 
of the Trade brought 
greetings from the state conventions of 
Nebraska and South Dakota. 


assured the 


master plumbers of willingness of 


every way. He outlined in activities 


and he them 


Wisconsin, 


Extension Bureau, 


lowa, 


THE NEW OFFICERS 
HE newly elected officers are: A. W. Hoppert, of 
" Sienm, president; A. KE. Stahley, of Fargo, vice 
secretary-treas 


Hulteng, 


president; T. S. Halligan, of Jamestown, 
urer. men, 
Weinbauer, P. J. 
the board of directors. 

The following members were in attendance 


These together with John Carl 


Connolly and James Stenson, comprise 


J. S. Hulteng and Andrew Peterson, both of Grand 
Forks. 

Jos. Kellar and A. C. Stahley, both of Fargo. 

James Norton and Fred DeGree, both of New Rock 


ford. 

Frank Gallagher, H. P. 
all of Jamestown. 

Carl Weinbauer, of Mandan. 

Messrs. Casper and Garrety, 
Heald and Jos. Gellik, all of Devils Lake. 

P. J. Connolly, of Valley City. 

A. W. Hoppert, of Wahpeton. 

J. J. Creighton, of Larimore. 


Taylor and John Vanderhirst, 


James Stenson, Henry 
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National Conference for Training 
of Plumbing Instructors 


HE first national conference for training of plumb 
ing instructor was held in Pittsburgh, Pa., from 
February 16 to 28 under the auspice of the Na 


tional Trade Extension Bureau of the Plumbing and 


Heating Industrie in co-operation with the University 
of Pittsburgh and tl Carnegie Institute of Technology 

The attendance wa mall, a facet that is somewhat 
dificult to comprehend Of the forty or more plumb- 


ing instructors who had registered with the Trade Ex 
tension Bureau prior to the opening of the conference, 
only eleven appeared to take the two-weeks’ course In 
epite of the disappointing attendance results, however, 
the conference must he recorded as a uccess because 
it marks an important forward step in educational de 
velopments in the plumbing and heating industrie 

It is likely that similar conferences will be held an- 
nually in the future The ultimate benefit that can be 
derived from sucl There 
is undoubtedly much that instructors of plumbing appren- 


meetings is easily apparent 


tices and of trade schools for plumbers can learn from 
the professor and instructors of the caliber of those 
connected with such institutions as Carnegie Tech and 
the University of Pittsburgh And there is the advan 
tage, also, of having the plumbing instructors meet to 
discuss their own instructional problems and to exchange 


ideas and method 


NATIONAL ASSOCIATION ORGANIZED 


HAT the plumbing instructors who attended the 
j yea conference are themselves cognizant of 
the value of such annual conferences was proved by their 
action in taking definite steps to organize into a national 
association 
A constitution was drafted and signed, the document 
naming the group as the National Association of Plumb 
organization was 


ing Instructors The purpose of the 


announced as follow “To promote the ideals, pur 
poses and advancement of all Vocational Instructors of 
the Plumbing and Heating Trade with a view of pro 
Active 


ociation is limited to persons engaged 


ducing technically skilled mechanics.” member- 
ship in the new a 
in the active teaching of the plumbing and heating trades 
to the youths in vocational high schools, trade schools 
or industrial schools The constitution also stipulates 
that ‘fone meeting must be held yearly to transact such 
business as is necessary to continue the organization.’’ 

The following officers were elected at the first organi 
William H. Mabie, of Ner 


George Ressler, Canton, 


zation meeting President 
burgh, N. Y.: vice-president 
Ohio, and secretary-treasurer, G. W. Farndale, Milwau 
kee, Wis 
THE COURSE 

AXHE course given at the conference consisted of two 
‘T solid weeks of classes Most of the sessions were 
held in the rooms of the Department of Plumbing, Heat- 
ing and Ventilating at Carnegie Institute of Technology, 
while the classes conducted by the University of Pitts- 
burgh were, because of lack of space at Pitt, held at 
the Pittsburgh Station of the U. S. Bureau of Mines. 

The various courses given were: Organization Schools 
for Apprentice Plumbers, given by E. L. Bowman, educa- 
tional director, and A. W. Wolfgang, apprenticeship field 
representative, National Trade Extension Bureau. 

Teaching and Learning, given by Gerald D. Whitney, 
professor of Vocational Education, University of Pitts- 
burgh 
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Analyzing the Plumbing Trade for Teaching Purpos 
given by Samuel E. Dibble, professor and head of the 
Department of Plumbing, Heating and Ventilation, Car 

negie Institute of Technology. 

Methods of Training the Apprentice Plumber, given by 
Professor Dibble. 

Plumbing Science for Instructors, given by Robert B 
Leighou, professor and head of the Department of In 
dustrial Science, Carnegie Institute of Technology. 

Plumbing Regulations, given by Professor Dibble. 

Several inspection visits to Pittsburgh plants were 
taken by the “students’’ on Saturdays during the con 
ference under the direction of Dr. C. B. Connelley, direc 
tor of industrial relations, Carnegie Institute of Tech- 
nology. 

The plumbing instructors who attended the conference 
were: John A. Matthias, Charles P. Wachter and Ed- 
Reed, Reading, Pa.; James S. O’Hagan, Wash- 
ington, D. C.; William H. Mabie, Newburgh, N. Y.; 
George Ressler, Canton, Ohio; Harold G. Wilson, Min 
neapolis, Minn.; William T. Graham, Pittsburgh, Pa.; 
Frederick O. Maeder and George W. Farndale, Milwau- 
kee, Wis., and John V. Mitchell, New Jersey. 


win A. 


Business a hanges 


H. W. Ashwood, of Auburn, Wash., has purchased the 
interest of his partner, Mungo Sanders, in the Auburn 
Plumbing, Heating and Sheet Metal Works, and will 
continue in business at the same address. 

W. W. Bass, who recently bought out his partner’s 
share in the Maxwell Plumbing Company, Magnolia, Ark., 
has associated with himself H. D. Blackwell. The new 
organization has been named the Peoples Plumbing Com- 
pany and will continue in business at the same address. 

S. E. Kingman, of Needham, Mass., has recently pur 
chased the Hosie Plumbing & Hardware Co., on Depot 
street, Franklin, Mass. 

N. Barry, master plumber of Waterbury, Conn., for- 
merly located at 140 North Main street, has moved his 
establishment to 373 East Main street, in that city. 

W. J. Wicanber, New 
plumbing shop from 117 Jubilee street to 566 Arch street, 
in that city. 


jritain, Conn., has moved his 


Carver & Aschmann, master plumbers of San Francisco, 
Calif., have dissolved partnership, W. R. Carver having 
taken over the interests of F. L. Aschmann. The new 
firm of W. R. Carver has been established in a new build- 
ing at 1511 Clement street, San Francisco. F. L. Asch- 
mann has moved to Los Angeles. 

The B. & B. Sanitary Plumbing Co. has moved to a new 
location at 625 West Fifty-seventh street, Los Angeles, 
Calif. 

The stock and fixtures of the plumbing shop formerly 
conducted by Robert L. Magers, 118 East State street, Ft 
Wayne, Ind., have been sold by the administrator of his 
estate to William Joette, who will continue operation ol 
the establishment. 


The plumbing and heating business of W. A. Gilchrist, 
133 Albion street, Wakefield, Mass., has been sold to Fred 
Walder, of that town. The business will be conducted 
under the name of The Gilchrist Co. 


Lipsky & Rosenthal, formerly located at 1691 St 
John’s place, Brooklyn, N. Y., have moved to their new 
quarters at 126 Utica avenue, Brooklyn, which include 
a display room. They have just been awarded a contract 
for the plumbing on a $200,000 apartment building 
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Improved Steam Radiator Valve 


Decidedly new in design, and you will 
notice that the handle is of the mush- 
room type made of a non-heating fiber 
composition which is proving very 
popular with the trade. 


A sturdy blue chipped steel screw 
securely fastens the handle to the 
stem. 


Kvery Capitol valve is made of a 
high grade steam metal composition, 
carefully machined, assembled and 
tested before shipment. Guaranteed 
against imperfect workmanship and 
materials. 

Kliminate customer complaints by 
using Capitol Brass Goods of quality 
on all your jobs. Catalog sent on 
request. 


No. 41 Steam Valve 


CAPITOL BRASS WORKS 


2300 Franklin Street 


===DETROIT, MICH: 
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No More Rusty 
Discolored Water 


Clean - Clear Water for Every Home. A Thoroughly Practical Device That 
Stops Rusty Water In Old or New Systems and Sells In Good Volume. 


Rusticon—a clean, pure chemical compound com bos elder DEINE bo eae” weeks 
. ~ e upp! stem.O talledthes 
and the Star-Dee Rust Preventor effectively Wend for ak Gave ean Gale aes 
7 and the rusting process that goes on i 
protect the home water supply system from the all water systems is reduced by 80 


ravages of rust. This new device has been 
thoroughly tested and has been in actual 
operation under actual service conditions for 
over three years. It has proven itself thorough- 
ly practical. Its moderate cost and the fact 
that it saves its cost many times over by the 
length of life that it adds to the whole system 
create for it a broad market. 





A Money-Maker For Plumbers 


We have proven that there is a big market for 
the Star-Dee Rust Preventor. By sales co- 
operation, extensive advertising and liberal 
trade discounts the Star-Dee Rust Preventor 
will be made a real money maker for plumbers. 


Write for Complete Information and 
Prices Direct to You 


Right now if there is any trouble in your dis 
trict from rusty water, drop us a line. A post 
card will do. Just say, “I am a plumber, tell 
me all about the Star-Dee Rust Preventor.” 
By return mail we will send you complete 
descriptive information, prices direct to you. 
We will also tell you how we will co-operate 
with you and help you to sell the Star-Dee 
Rust Preventor. 








Detroit Range Boiler and 
Steel Barrel Compeny = Sssmscsees 


the com- 


Detroit - - - Michigan 


Also Manufacturers of 


Star Naco Range Boilers, Detroit Range Boilers, 
Detroit Expansion Tanks, Closet Tanks and Star-Dee 
riveted and welded double seal, copper bearing steel 
water heater Tanks. 





NEW YORK TRENTON TOLEDO CHICAGO ST. LOUIS SAN FRANCISCO 





Mention Domestic ENGINEERING when writing advertisers. 
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ew Business ‘Oentures 


B. & B. Plumbing Corporation, of Brooklyn, N. Y., has 
been incorporated, with a capital of $20,000, by Benjamin | 
Weisinger, H. Bresalier and Samuel Bresalier. 

The Lucas Plumbing & Heating Co., of Springfield, Ohio, 
has been incorporated, with a capital of $5,000, by R. 
Lucas, W. E. Lucas, Minna Lucas, L. B. Lucas and R. 
Stanley Lucas. 

Howell Plumbing & Heating Co., of 4214 Troost avenue, 
Kansas City, Mo., has been incorporated, with a capital of 
$10,000, by C. M. Howell, L. P. Buehner, Everett D. How- 
ell and S. A. Brewer. 

The Carnegie Plumbing & Heating Co., of Carnegie, Pa., 
has been incorporated, with a capital of $25,000. This 
company is the successor to the firms of Huttelmaier & 
Craig, and Craig & Sage. It moved to its new building 
at 356 East Main street, Carnegie, Pa., February 1. 

J. E. G. Knicholls has opened a plumbing shop at 1320 
F street, Fresno, Calif., under the name of Knicholls’ O. K 
Plumbing Shop. 

The Stearns-Flint Co., Lynn, Mass., has been incorpo 
rated with a capital of 100,000 shares without stated par 
value, The company will conduct a general plumbing and 
heating business. The incorporators are Frederick S. 
Stearns, Fred W. Flint, Ellwyn A. Mitcheli and Ralph N. 
Hubbard, all of Lynn. 

The Household Engineering Co., Inc., Hartford, Conn., 
has been organized to deal in and install oil-burning de 
vices, with a capital of $9,000 The incorporators are 
Kelvin W. Sachs and Louis H. Blanc, of Hartford, Conn., 
and C, Allen Fisk, of Windsor. 

W. H. Cornell, of Ironton, Ohio, has opened a plumb 
ing and heating establishment at 3306 South Third street 
in that city. ; 

W. S. MeNeal, Jr., and J. S. Hanie will conduct a 
plumbing and heating business under the name of Me 
Neal & Hanie, at 330 Rawson street, Atlanta, Ga, 

Park A. Van Bebber, of Petaluma, Calif., will open a 
plumbing and heating shop in the Brainard Jones build- 
ing on Washington street in that city. 

The Jones-Knowlton Co., Inc., of Bonners Ferry, Ida., 
has been incorporated by Stanley M. Jones, Wm. O. Long- 
tin and Frank H. Knowlton, to conduct a plumbing and 
heating business. 

The Dietch Plumbing Co., of Cleveland, Ohio, has been 
incorporated with a capital of $1,000, by Joseph Moldaver, 
B. Feldman, Anna Miller, M. A. Picciano and Joseph 
Levine, 

Lake Wales Plumbing & Heating Co., of Lake Wales, 
Fla., has started in business at the corner of Sessoms 
avenue and the Scenic highway, in that city. E. A. 
Green is president of the company, G. M. Wicker is 





vice-president, and H. A. Warren, treasurer. 

Downey Heating Company, of Milwaukee, Wis., has 
been incorporated with a capital of $50,000 by Paul C. 
Downey, H. G. Phillips and J. A. Dillon. 

Concord Plumbing Company, of Concord, N. C., has 
been incorporated with a capital of $10,000, by P. M. 
Furr, R. A. Lentz and D. A. MeLaurin, all of Concord. 


Fred Pfansteal, formerly of Mobridge, S. Dak., has 





opened a plumbing shop at Fort Lauderdale, Fla. 

Jerry Singleton has opened up a new plumbing and 
heating shop in the same building with the Hill Electric | 
Co., in Fairbury, Nebr. 


~o’ 


What We Mean 
By Quality 


When we speak of the quality of Honeywell 
Automatic Temperature Controls we mean 
superior design perfected by long experience, 
combined with first class materials and pains- 
taking workmanship. 


We mean, in brief, all those factors necessary 
to assure absolutely reliable, dependable 
service. 


It has always been the policy of Honeywell 
to lay far more stress on quality than on price. 


It is quality that distinguishes the Honeywell 
products from all others in their field and it 
is, likewise, quality that has won for them 
their high position in the trade. 


Honeywell Automatic Temperature Controls 
are distributed and sold only through the 
regular channels of the trade. They are 
simple in design, easy to install anc 

sume only the minimum of electri 


Honeywell Electric Mo- 
tors and Switch Motors 
are approved and listed 
as standard by the Un- 
derwriters’ Laborato- 
ries, Incorporated 


The Honeywell Heating 
Specialties Co. will ex- 
hibit at the Convention 
of the American Associ- 
ation of Oil Burner Man- 
ufacturers, Chicago, 


April 1-2-3. 














The Honeywell Heating Specialties Co. 


Wahash, Indiana 


HONEYWELL 


Temperature Regulators 
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The BLAUVELT Packless 
Double Combination Fitting 


HERE a double combination fitting is 
wanted this faucet can be relied upon 
to give perpetual satisfaction. Embodied in 
it are features of construction which make it 
more durable, easier to operate and decrease 
maintenance and repair costs to a minimum. 


It costs more to make a fitting as good as 
the Blauvelt packless double fitting, and an 
inspection of the new features of construction 


This fitting is on per- ' : . — 
will convince you of its superiority. 


manent display at the 
Architects Samples 
Corporation, 101 Park 


Avenue, New York The F. N. DuBois Co. 


Incorporated 
243-247 Ninth Avenue New York 


Mention Domestic ENGINEERING when writing advertisers. 








COMPANTES RECENTLY INCORPORATED 


The Webb Supply Co., Westboro, Mass., 
corporated with an authorized capital of $25,000, to deal 
in plumbing supplies. The incorporators are Henry G. 
Webb and Gertrude E. Webb, both of Westboro, and 
Lawrence C. Batterson, of Worcester, Mass. 


has been in- 


The Pushpull Valve Cap Sales Co., of Boston, Mass., 
has been incorporated with a capital of 1,000 shares of 
stock of no stated par The incorporators are 
Robert W. Ferguson and Francis H. Cummings, of Boston, 
and John H. Barlow, of Medford, Mass. 

F. D. Kirby, Inc., Boston, has been incorporated with 
an authorized capital of $50,000, to deal in plumbing and 
heating supplies. The incorporators are Edward J. Dowd, 
who is president; Francis D. Kirby, 146 Hammond street, 
Newton, Mass., treasurer,and Lucille P. Herlihy, secretary. 

The Presstite Engineering Co., St. Mo., 
ized by W. C. Ferguson and others, has acquired a plant 
at 4 Duncan avenue, 50x150 ft., and installing 
machinery for the manufacture of a flexible for 
sewer pipe. 


value. 


Louis, organ- 


297 


oa 


is 
joint 
The Devilbiss Appliance Company, St. Louis, Mo., has 
been incorporated to manufacture oil burners, the incor- 
porators being Arthur J. Donnelly, Geo. F. Ernst, Wm. R. 
Lynch, and Alexander P. Devilbiss. 

The Hytest Valve of New York City, 
been granted a charter to operate in Oklahoma, with a 
capital of $2,000. 

The Jack Will Nipple Corporation, New York 
City, has been incorporated, with a capital of $25,000, to 
manufacture plumbing specialties. 

E. and F. and P. Kalisch, of New York City, have been 
incorporated, with a capital of $100,000, to conduct a 
plumbing supply business. 


Company, has 


Bronx, 


The Nufuel Heating Corporation, Detroit, Mich., is the 
new name of the concern formerly known as the Michi- 
gan Nufuel Co. 

The Service Iron Works, St. 
corporated with a capital of $15,000 to enter into and 
carry on a general iron, brass, copper and metal foundry 
the being Frederick A. Schoen, 
Carl H. Schoen and Dwyer. 


Louis, Mo., has been in- 


business, incorporators 


Emma E. 


CHANGE OF PERSONNEL IN SUPPLY COMPANY 
The Purcell-Cox Corporation, 70 Trumbull street, Hart- 
ford, Conn., will in the future be known as Frank Cox, Inc. 


REORGANIZATION OF A. M. BYERS CO. 

A. M. Byers Co., Pittsburgh, Pa., was reorganized last 
week, A. H. Beale, president of the Lebanon Valley Iron 
& Steel Co., Lebanon, Pa., being elected president of 
the company, while J. Frederick Byers, E. L. Ives and 
L. M. Johnston were elected vice-presidents. E. M. Byers 
is chairman of the board. Frank G. Love is secretary- 
treasurer, and H. H. Bryant is Mr. Love’s assistant. The 
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Sheets, 
H. Hi. 
Byers, J. D 


follows: ! B 
Jr., A. H 


directors is 
J. H. Hillman 
Ives, H. A 


Byers. 


board of 
Hillman, 
L. 


M. 


new 
Ernest 
Springfield, E. 
Lyons and EF 


as 


grassert, J. F 


ADD PLUMBING SUPPLY DEPARTMENT 
McArdle & Walsh, Key Highway at Boyle street, 
more, Md., have added 
Js 


salti 
a plumbing supply department to 


their organization Guider is in charge. 

CRANE CO. BUYS INTEREST IN DENVER SUPPLY 
HOUSE 

the 

through 


Crane Co., Chicago, has acquired an interest in 


M. J. O'Fallon Supply Company of Denver, Colo., 
the purchase of a block of the 
The 
will 


concern’s stock 


of the O'Fallon 


Denver 


recently. officers and management 


company remain unchanged. 

SUPPLY HOUSE OPENS 
& Wall 
Commercial 
D. Ll. 
Both 


engineers and 


established 
The 
Wall, 
heating 


Stevens has been 
> 
J 


The 
at 49-5¢ 
officers 


Corporation 

New 
president, 
of the 
identified 


Conn 


street, Britain, 


are Stevens, and J 


members concern 
the 


concern 


treasurer. are 


with heating in 
The 
and 


C 


been 
of 
equipment 


have 


for number handles 
nothing but 


distributor 


dustry a years. 


heating has been appointed 


of American Radiator Co. products. 

MICHAEL J. GIBBONS, SR., CALLED BY DEATH 
Michael J. 
J. Gibbons 


February 


of the 
Dayton, Ohio, died of pneumonia 
home that Mr. 
the but prominent 
figure in his city in every way, a responsible, conservative 
He 


1853, 


Gibbons, Sr., president and founder 


M. 
on 


Supply Co., 
at 
only 


26 his in city. Gibbons 


was a leader not in trade Was a 


activities. 
In 
other children 


Dayton’s 
14, 
him and three 


citizen distinguished for years in 


was born in Elyria. Ohio, September 1852 


his widowed mother brought 


to Dayton where she conducted a boarding house as a 


means of supporting and educating her family. sy this 
He 


that 


means, he was kept in school until he was 14. started 
as apprentice & 


the leading plumbers and steamfitters of 


time 
After 
nine years, during which he had turned his earnings over 
the plumbing 
and heating business for himself. His then 
prised him with the earnings which her thrift had 
Mr. business at first known 
Company. Later the name was changed 
until 1890 Mr. 

For Gibbons 


an with Brooks Kemper, at 


Dayton. 


to his mother, he decided to enter retail 


mother sur- 
saved 
Gibbons’ was as 


to 
Gibbons 


for him. 


Gibbons & 
& 
out 


when 
Mr. 
plumbing 


Gibbons McCormick, 


his partner. was 
one the 


Ohio and 


bought years 


known as of leading contractors in 


made many notable installations. 
the Eureka 


operations 


southwestern 
In 1909, the plant 


chased 


of Foundry Co. was pur 


the 


is sur 


began which 
company. Mr. 


children. 


wholesale were 
the Gibbons 
vived his widow and He 


and close friend of the late Cardinal Gibbons. 


and 


inception of present 


by six was a cousin 
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SPRING MOVING 
The general sales office of the Somerville Iron Works, 
at Chicago, in charge of Wm. B. Neal, will be moved 


Michigan avenue to the com- 
office 3637 South 


from 322 South 


on April 1 


pany’s new warehouse and building at 


Ashland avenue, Chicago 


GREATER DETROIT A. P. & H. 8S. MEETS 
The 


Association of 


the 
Salesmen 


second regular meeting of Greater Detroit 


Plumbing & Heating was held 


Thursday, March 5, at Oriole Terrace, Detroit, with an 
attendance of 70 This newly formed organization is 
receiving a great deal of support among Detroit sales- 
men and there is little question but what the member- 
ship will soon number well over 200. A very fine din- 
ner was served at 6:30 with music and entertainment 
furnished by the Oriole Terrace Orchestra and enter 


tainers Following this, everyone got down to business. 
Most of the busin¢e session consisted of the arrange 
ment and adoption of a constitution The organization 
also pledged its support to Secretary H. B. Gombers of 


ENGINEERING 


March 14, 1925 


The building will be of brick and re-inforced concrete. 
Contracts will be awarded soon, and it is expected the 
building will be ready for occupancy in September 
A SMOKER FOR P. & H. 8. OF G. N. Y. 
The Association of Plumbing & Heating Salesmen of 


Greater New York will enjoy a smoker Thursday eye- 


ning, March 19, at 6:30, at the Lion D’Or Restaurant, 
61 West Twenty-fourth street, New York City. The in- 
vitation reads: ‘Plumbers, Bosses, Friends, Everybody 


Welcome.” 
CRANE CO. BUILDS IN KANSAS CITY 

Crane Co., Chicago, is erecting a building at Sixteenth 
street and Grand avenue, Kansas City, Mo., to 
the downtown division of its branch there. At 
two-story and basement building, the structure will have 
foundations and walls strong enough to carry six 
floors It 50x115 ft. The 
will provide double the space now occupied by the city 
The front half of the first floor will be 


house 


first a 


addi- 


tional will be new location 


sales room. 








The second meeting of the new Greater Detroit Association of Plumbing and Heating Salesmen, held at the Oriole Terrace, in 
Detroit 


the National Association of Heating & 
in planning this org 
Detroit the 


mestic Engineering,’ 


Piping Contractors 
anization’s convention to be held in 
of June D. M “Do- 


was appointed chairman of the em- 


first part Kenney, of 


ployment committee 


One of the interesting features of the meeting was 


supplied by the N. T. E. B. through the efforts of Wm. 
Boales and was an array of panel charts shipped to 
Detroit for that purpose. They proved interesting and 


instructive, many favorable comments being heard. 


The next meeting will be held at Oriole Terrace, April 2. 
N. O. NELSON MEG. CO. TO BUILD IN MEMPHIS 
branch office, 
Nelson Manu- 
The building 
Linden ave- 
tracks. The 


will be 


for a 
for 
of St. 
will be 
Southern 


Plans are being drawn Memphis 
the N. O. 
Mo. 

located on 
nue just Railway 

building, 210-ft. frontage, 
set back from the street far enough to allow an unusual 
flower bed and hedge arrangement to be carried out. 
A private driveway at the will be built for trucks, 


so that no traffic will move through the front lawn. 


showroom and warehouse 
facturing 


will cost 


Company, Louis, 


$200,000, and 
the 


will 


west of 


which have a 


side 


utilized for a large exhibition room visible from the 


street This room will be of the type the company now 
has in New York, Chicago, San Francisco and Atlantic 
City The warehouse and district office of the company 


will remain at Twelfth and Hickory streets. 


CHANGES NAME 
The Standard Cast Iron Pipe & Foundry Co., Atlanta, 
the of the Chemical Engineering & 
Foundry Co. The change was made because the present 
name more accurately represents the company’s business. 


Ga., is new name 


TO ESTABLISH BRANCH FOR SAN ANTONIO 


for a brick and reinforced concrete factory to 
contain 53,650 sq. ft. of floor space have been drawn for 
the Ward Heater Company, of Los Angeles, Calif., for 4 
branch in Antonio, Texas. The buildings will in- 
foundry, plating, assembling, storage, warehouse 
administration Options on two furnishing 
been secured and sufficient will be 
purchased to allow for expansion The new 


branch will be about $250,000. 


Plans 


San 
clude 
sites 
ground 
of the 


and 
spurs have 


cost 
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"HERE'S TO 


4 Se MYERS’ 


—the complete line of water systems for every service. 
For home, farm or country estate—for cottage, summer 
resort, hotel or golf course—for centralized school, 
college, hospital or sanitarium—for mill, mine or 
factory. It is not a question of but one or two styles 
LF-OILING with the Myers—it is a question of the right style for 
; . the right place. Mighty satisfactory from a_ sales 
IDENCE — standpoint—where is there a line with so many oppor- 
4 tunities? Volume, installation, operation, economy, 
SY. 4 efficiency—all are satisfactorily met with a MYERS 
HAND or POWER WATER SYSTEM with over 
TERUNE | 7% fifty years of pump building experience behind it to 
PRESSURE” guarantee its quality and dependability. And besides 
‘ Myers Water Systems are consistently, not spas- 
modically, advertised year in and year out. Write 
for catalog and information of the best dealer water 

system proposition today. 

MYERS 


DIRECT WATER SYSTEM 
FOR SHALLOW WELLS 


yaWNiUdd 
< 
> 
_ 


¢~ | 

i THE FLE,MYERS & BRO.¢co. 

nes . ASHLAND, OHIO. ~ 
ASHLAND PUMP AND HAY TOOL WORKS 
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Plate No. 18—Wash Down Bowl 














Wash 


Stand- 


A genuine two fire Vitreous China 
Down Bowl, to rough-in at 14 inches. 

to dimensions and size, the special 
feature of which is the shape inside, which 
gives an exceptionally large water seal and 
absolutely prevents soiling, 


A Standardized Bowl 


When the fact that we concen- 
trate our entire production on a 
few staple designs-—one tank and 
one bowl —the latter made in two 










ard 




















sizes, is considered, is it not a 
reasonable and logical assump- 






tion that we know they are right 
in every respect. 













You can select Zwermann Tanks, 
Bowls and Combinations with 
every assurance that they will be 
highly satisfactory to your custo- 
mers. 




















Order through your jobber 





Zwermann Company 


Producers of Genuine Two Fire Vitreous 
China Water Closet Tanks and 


Closet Bowls 


ROBINSON 











ILLINOIS 
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PLANNING GOLF TOURNAMENT AT NATIONAL 


CONVENTION 
W. S. Babson, president of the Peerless Pacific Co., of 
Portland, Ore., and chairman of the committee to arrange 
for the national golf tournament on June 22, has enlisted 
the aid of Rudie Wilhelm, of Portland, one of the leading 


amateur golfers of the country, and also Wm. Hanley, one 
of the leading professionals of the Pacific Coast. The aid 
of these two experts, who have participated in and ar- 


ranged numerous national tourneys, assures a real event, 
with every foursome starting off on time and no delay in 
the program which will be mapped out. 

As the entries are received by Norman W. 
San Francisco, a number and a foursome will be assigned 


Farlow, of 


to each. A card will be mailed to each entrant advising 
him of the time he will play and what foursome he will 
play with 


A registration desk will be installed at the Multnomah 
Hotel in Portland and each player is requested to check in 
on his arrival in the city. Tardy applications will also be 
accepted at the registration desk. 

A goodly number of trophies is assured, and they will be 
offered for a number of classes, so that the duffers as well 
have an opportunity to carry 
from the 


as the better players will 
home a prize. Transportation will be provided 
hotels to the links. 

Manufacturers, jobbers, manufacturers’ agents and mas- 
ter plumbers are all eligible to participate in the tourna- 
ment, and it is hoped to have one of the largest golf 
tournaments ever held in the United States. Applications 
are now being accepted by Norman W. Farlow, 64 Sutter 
street, San Francisco, Calif. 


NEW FACTORIES AND ADDITIONS 
J. A. Zurn Manufacturing Company, Erie, Pa., has 
started a two-story steel and brick addition, 60x100 ft. 
building, being an enlargement of their present factory 
space. The building was necessitated to stop overtime 
production It will be fully equipped with the most 


modern machinery. 
The Sands Mfg. Co., 


the contract for the erection of a two-story factory, 90x- 


Cleveland, Ohio, recently awarded 


108 ft. It will be built and equipped along the most 
modern and up-to-date lines. 
The Roberts Brass Co., Inc., Milwaukee, Wis., is be- 


ginning the erection of three-story and basement, 700x120 
ft., addition to its factory. 

The Sterling Brass Co., Cleveland, O., of which Sidney 
Weil is president, is now ready for bids for construction 
addition, 40x185 ft., to its 
about $60,000 


basement 
building, 


of a two-story and 


factory and warehouse to cost 

Plans are being formed for the construction of a plant 
in Junction City, O., to be two stories high, 144x256 ft., 
and cost about $150,000, for the Great Western Sewer 
Pipe Co. 

The Eclipse Mfg. Co., of Detroit, Mich., expects to start 
the warehouse and salesroom on 
Baltimore avenue, near Hamilton, in that city about the 
middle of March. The new building will have 8,000 sq. ft 


of floor space and will be ready for occupancy July 1. 


construction of a new 


The Pacific Pipe Co., 201 Folsom street, San Francisco, 


Calif., is about to begin erection of a warehouse on the 
northeast corner of 20th and Cypress streets, Oakland, 


Calif. 
The Davis Pipe & Fitting Co., 830 North 46th 
Birmingham, Ala., has acquired the plant of the Iron City 
Pipe & Foundry Co., at 4000 North 34th street, North 
Birmingham. 
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How Lee & Rhodes Filled 
the “Off Season’’ Gap 


Here is the story of a mid-west plumbing firm which 
forgot that the plumbing business is supposed to be a 
“‘seasonable business’’—that coupled their own efforts 
with an effective selling plan—-and made the usual ‘‘slack 
period”’ as profitable as their busy season. 


ness, “go-getting’’ concerns like Lee & Rhodes of Hobart, Indiana, have been able 


Ta. some businesses do have their off seasons, but in almost every type of busi 


to write black figures in their ledgers where red might have been, had the ‘‘off-season”’ 
bugaboo been given the customary ‘‘howdy do”’. 


When business slowed up, Lee & Rhodes didn’t take the easy chair and wait for it to 
pick up. Their trade area was just the same and had the same number of prospects. 
They would go after them with something that wasn’t seasonal. ‘‘Why not water systems’’, 


they concluded. 


Went After ‘‘Inside Business”’ 


Ready at hand was the DAYTON selling 
plan to reinforce their own idea and the 
personal co-operation of the DAYTON 
representative. Soon, the results of the 
combined effort was becoming noticeable. 


Lee & Rhodes had always taken their 
share, or more, of the pump and water 
system business from their trade area, but 
now they saw what could really be done 
with the right product, the right selling 
plan and consistent effort. In a few weeks’ 
time, Lee & Rhodes forgot there was an 
off season. They were enthusiastic. 


Kept Going At Full Speed 


“Our efforts met with such success’’, say 
this firm, “‘that we managed to keep going 
at full speed. But our DAYTON Pump 
line has not only helped to fill the gap in 
slack periods, in a number of instances, 
but it has proved a consistent source of 
profits regularly during the three years we 
have handled it. 


“The neat appearance of the DAY- 
TON makes an instant appeal to our 
prospects, and your selling plan facili- 
tates the matter of paving the way for 


a personal call and clinching the sale. The 
assured dependability and minimum servic- 
ing makes the DAYTON line profitable. 
Dependability is a strong argument for 
the DAYTON for excessive servicing 
could easily eat up the profits we make. 


“Our water system business is profitable 
from another angle, too’, say Lee & 
Rhodes. ‘‘We find that we make about 
as much on the sale of additional fixtures 
after the pump is installed as on the sale 
of the pump itself. The pump furnishes 
an ‘entering wedge’ for future business.’’ 


An Important Factor In 
Plumbing Profits 


Every DAYTON dealer is just as en 
thusiastic. With neat appearance, de 
pendable construction, a ready-made, 
proven sales plan, and liberal trade dis 
counts, the DAYTON line is an ever 
increasing factor in the profits of dealers. 


The newest model of the DAYTON com 
plete line—the DAYTON “Cub” direct 
pressure system—opens up an entirely 
new field of water system prospects 
that can be turned into sales and profits 
right now. 


Mail the coupon today for complete information, prices, discount and 

full details of the DAYTON Selling Plan. Let us tell you how you can 

begin to profit on the water system business in your territory without 
added investment or expense. 


The Dayton Pump & Mfg. Co. - 


Dayton, Ohio 


‘Dayton Pumps 


“Make “the water do the running 





(The New 
DAYTON “CUB" 


$8 00 


LIST 


This new model DAYTON offers a big 
value to water system prospects of moder 
ate means. It has been added to the 
DAYTON complete line to enable dealers 
to cash in on this big market. 


It is not an untried model--hundreds are 
giving reliable service all over the coun- 
try. It is truly a DAYTON—covered by 
the standard written guarantee. Its 200 
gallons per hour capacity make it the 
outstanding value on the market. 


The “Cub” is backed by sixteen years’ 
experience in the manufacture of private 
water systems. It has no equal at its 
price for long life, satisfactory service and 
freedom from trouble. 


There is a complete line of Dayton Water 
Systems with capacities from 160 to 3,000 
gallons per hour. No matter what the 
requirement, there is a DAYTON to 
fill it. 


Our policy has always been one of liberal 
trade discount and thorough co-operation 
with the plumbing trade. Write today 
for information regarding our complete 
line, prices, discounts, policies and the 


DAYTON SELLING PLAN. 


Just pin the coupon 
to your letterhead 
for convenience. 
We'll know what you 
want, 





Send at once com- 
plete details regard - 
ing the DAYTON 
line, prices, dis 
counts, and SELL- 
ING PLAN 


Name 


Street and No 
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WARREN G. HARDING HIGH SCHOOL, WARREN, OHIO~— UNIVENT EQUIPPED, KEICH-O’BRIEN & HOSKER, WARREN, OHIO, c4rchitects 
1. M. SHAND, HEATING CONTRACTOR, CLEVELAND, OHIO 


The Road to Profit 


More and more modern schools are demanding 
Univent Ventilation. And in telephone exchanges, 
office buildings and hospitals where a system of 
ventilation positive and flexible is of primary im- 
portance, the problem is answered by Univent 
Ventilation. 


This means profitable contracts to the heating 
engineer who designs and installs the Univent System. 


The Univent is a complete individual ventilating 
machine for drawing fresh air directly from outdoors, 
cleaning it, warming it to a comfortable temperature, 
and delivering it in such a manner that there is an 
agreeable air motion—-but without draft. It is even 
more simple than opening a window, and results 
are obvious. 


, Write for Architect and Engineer's Edition of 
sins Univent Ventilation. It will show you the basic 


VENTILATION reasons—the mechanical reasons that profit you. 


Easy to install in new or old buildings. 








THE HERMAN NELSON CORPORATION Moline, II 


1960 Third Avenue 


















BELFAST, MI PHILADELPHIA Branch Sales and Service Stations ST. LOUIS SALT LAKE CITY 





















COLUMBUS 





SCRANTON DES MOINES 
NEW YORK CITY PITTS TOLEDO MILWAUKEE OMAHA PORTLAND 
BUFFALO GRAND RAPIDS INDIANAPOLIS MINNEAPOLIS KANSAS CITY SEATTLE 


SYRACUSE CLEVELAND TORONTO CHICAGO DENVER VANCOUVER 


BOSTON EMPORIA SPOKANE 
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EVERHOT HEATER COvS SALES CONFERENCE BAILEY-FARRELL MEG, CO’S SALES CONFERENCE 


The annual sales conference of the EverHot Heater The Bailey Farrell Mfg. Co., Pittsburgh, Pa., gathered 
Co.'s distributors was held at the company’s factory and together members of its organization on Monday, March 
main offices in Detroit, March 8, 4 and 5 Interest and 2, for its annual sales conference Monday morning was 
enthusiasm were kept at a high pitch throughout the spent in renewing old acquaintances and forming new 
three days by adhering closely to a carefully planned ones In the afternoon, the first business session was 
program of interesting discussions, laboratory tests, the called, during which plans were enthusias alls cussed 
study of manufacturing processes, and entertainment for 1925 resday’s morning and afternoon sessions 
Luncheon was served at the plant each day The first were addressed by representatives of several manufactur 

ing companies among whom were L. N. Butler, director 
ales of the American Radiator Co Suffalo; Flo 
Kegleston, sales manager of the Pittsburgh. br: 
the American Radiator Company; Harry J. Harte 
Speakman Company; Otto Sherlock, of the Mueller Co 
pany, and Geo. D. Mellvaine, secretary of the National 
Pipe and Supplies Association On Tuesday evening, the 
Bailey-Farrell Mfg. Co. entertained its big family with 
a banquet at the Pittsburgh Athletic Club 





PORTLAND SUPPLY FIRMS BOWLING ENTHUSTASTES 





Officers and distributors of the EverHot Heater Co., Detroit, “Strikes and Spares” is the name of the ieial organ 
Mich,, at their annual sales conference of the bowling league of the M. L. Kline 
Ore Four teams representing the Kast 
evening was spent by the visitors in looking over the “City Salesmen,”’ “Country Salesmen”™ and 
Builders’ Exposition in progress at the General Motors compose the league and games are rolled 
building. Wednesday evening the distributors were en the end of the season a number of 
- tertained at a banquet at the Bloomfield Hills Country awarded the team and individual winner 
Club. Among those who addressed the organization Roy Carnahan of the City team had high game and high 
tects were: I. V. Brumbough, of the Bureau of Standards total in the matches rolled during the week of February 
Washington, D. C.; Rev. L. B. Whittemore, of Detroit; 16, with scores of 218 and 585 respectively “Silence” 
F. W. Shuell, president of the EverHot Heater Co.; Schade had second high game with 205, and Robert Blum 
E. E. Ledbetter, sales manager of the company, and bere had second high total with 513 In the team com 
J. A. Appelhof, secretary. petitions the Country team won three straight from the 





“SAACO’ Traps and Drains 


Whenever you have need for a cast iron trap, drain or cess 
pool, look it up in the “‘SAACO”’ catalog before you order 
from your jobber. The chances are you'll find just what 
you need and possibly something that will fill the bill 
better than anything else you could get. And, as most 
every plumber knows, ‘‘SSAACO”’ quality is always 
dependable. 





CABG 


Ui 
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7 


If you haven't a catalog, ask us for one. 


SANITARY CO. OF AMERICA 


LINFIELD, PENNA 
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STALL URINAL 


Impervious to Moisture 









































Guaranteed not to craze or discolor. Ask for details and descriptive literature. 


MANUFACTURED BY 


THE JOHN DOUGLAS COMPANY 


General Office: CINCINNATI, O. Works: CINCINNATI and TRENTON 


Mention Domestic ENGINEERING when writing advertisers. 
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office, while the City team won two out of three from 
the East Side Branch. 


Prizes, the exact nature of which will not be disclosed ‘4 
until the annual bowlers’ banquet on March 31, will be On} C7 Y 
awarded for the following events: 


Bowling cup to winning team in league. Individual 


prizes to each member of winning team, high individual BOILERS AND RADIATORS 


game, second high individual game, third high individual 





game, high individual match, second high individual 
match, third high individual match, high individual aver- 
age, second high individual average, third high individual 
average, fourth high individual average, fifth high indi 
vidual average, high score ragtime doubles, second high 
ragtime doubles, third high ragtime doubles, most succes- 
sive strikes, most successive spares, most successive 
frames filled, most 500 series, most 200 games, 100 per 
cent attendance, greatest gain in average. 


ANNUAL BANQUET OF CLUB 


The Spencer Service Club, members of which are em- 
ployes of the S. S. Spencer Co., of St. Paul and Minne- | 
apolis, held its annual banquet at the Midway Club Feb- 
ruary 18. 








SUPPLY COMPANY'S ST. PATRICK’S BALL 


Invitations are now in the mails addressed to the How easy firin 
many friends of the United Plumbers Supply Co., 146th e Pe ¥ § 
Livery rchitect, + 
and Exterior streets, New York City, which will admit Heating Engineer adds to Continental 


. : , . , Sontracto 
them to the annual St. Patrick’s ball and entertainment of | po eng = 


its Employees Mutual Welfare Association, at the Con- Continental book Low W ater Line Economy 


_ é i It tells the story 
course Plaza, Grand Ball Room, New York City, March 16. - of Continental 
Boilers and Radi- 


sri y chairmé f the Entertainment Committee, ato ice 

Britt Cohn, nalrman of the i en om! ef ators. | Write for ONTINENTAL Low Water 
reports that nothing has been left undone to assure ia ade ‘ 

; ed ee Line Boilers are fired the short 
everyone a highly enjoyable evening, and that all com- 
mittees are hard at work to make it a complete success. way of the grate. 

This affair will be of particular interest, inasmuch as 
it marks not only the first anniversary of the Employees | 
Mutual Welfare Association, but commemorates also the 
birth of the United Plumbers Supply Co. itself, which 
opened its doors for the first time on March 17, sixteen grate surface without disturbing 


years ago, at the old 108th street address, New York the balance of the fire or shaking 


The grate bars operate in series of 
twos and threes. This makes it easy 
to fire or shake any portion of the 


City. live, unburned coals into the ash pit. 


P / M , t With Continental side feed an even 
Cr SO Nad CH LON fire, always recognized as the most 
E. E. Baker, president of the Kewanee Boiler Company, efficient, is easily maintained on the 
of Kewanee, IIl., has just turned over property, amount- entire grate surface. 
ing to $400,000, to the city for public purposes. This ‘ 
fund, yielding about $30,000 una. a aaah to Continental Low Water Line Boilers 
develop Kewanee’s park system, assist in work with crip- are quick steamers. They hold a 
pled children and aid boys in educational work. steady water line. They burn any 
Martin Weil, of Weil-McLain Company, Chicago, is kind of fuel, including oil. 
visiting Hot Springs, Ark. 
Wm. H. Cadwell, president of Beaton & Cadwell Mfg. 
Co., of New Britain, Conn., spent several days last week B lt Lor 
t 


Madein regular andsmokelesstypes. 


‘ ; Rigg ul 
at the company’s Chicago office, which is in charge of better 


Oscar C. Andersen. a 
Robert Yettick, formerly buyer for Marshall-Wells Co., 

of Portland, Ore., has become associated with Leland 

Green, of San Francisco, as manufacturers’ agent. Mr. bs 

Yettick has offices in Seattle, Wash. Geo. Killetts is the 


Portland, Ore., associate of Mr. Green. (@ntinental Heater (orporation 


Samuel Munch, of the Tubular Products Co., South- A 
ington, Conn., sailed from San Francisco on March 4 Home Office and Factory 


for Honolulu. Dunkirk, N. Y, U.S.A. 


P. H. Howard, manufacturers’ agent, associated with 


M. Howard, of San Francisco, Calif., is spending several 
weeks among the trade in the Pacific Northwest. Damen menNR 


30 Series Boilers 43 inch Water Line 


1200 to 8200 sq. ft. steam capacity 


40 Series Boilers 47 inch Water Line 
2500 to 22,300 sq. ft. steam capacity 
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Boiler Stands 


DD WESSELS &SONSLO 
DETROIT. MICHIGAN 
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Sectional 
view, Model 


No.'2‘for’ Het 
Water Heat 
ing Systems 


For ““Tank-in-Basement” Systems 


Install the increasingly popular tank-in-basement type of 
“closed’’ hot water heating system. You can do this, at a 
profit, by using the Red Top Relief Valve, Model No. 2 as 


a basis 





Features of this Red Top system which are sure to please 
its absolute safety, and_its 
savings in fuel and labor upkeep 


owners are its high efficiency, 


Send today for further information 


NEPTUNE METER COMPANY 
}0 EAST 42nd STREET, NEW YORK, N. Y 


Branches in Principal Cities 
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William H. 
Baltimore 


Rawson, of the EverHot Heater Sa 
Md., has been 
Washington, D. C 
street, N. W 
Holland, 
Co., Inc., 


Compan} placed in charge 
of the 


Fourteenth 


company's branch, at 


representative for the Peer g 


of New York City, has opened 


J. Howard 


Unit Ventilation 


a Sales office in 


Pittsburgh and will make his headquar 


ters at the Hotel Anderson 

P. D. Bennett, manager of the Chicago district of 
Trane Company, La Crosse, Wis., has returned from his 
vacation trip to Florida Mr. Bennett, unable to resist 
the temptation of work, combined business with pleasure 


and thus ent down his 


R. f. 
pointed 


expenses 


Fretz has been ap 


representative in 
charge of boiler tube sales for 


the Reading Iron Company, 
} of Reading, Pa Mr. Fretz 
| was formerly connected for 
| six years with Midvale Steel 
|} & Ordnance Company, and 
| was for three years with Beth- 
|} lehem Steel Co., Bethlehem, 
| Pa He has been a student 
of metallurgy and metallog- 
raphy and has spent some 
time in the Reading Iron 


secure a 


the 


Company's plant to 





working knowledge of 


company's methods 

Frank P. Neal, formerly 
with the Mark Mfg. Co., the Steel & Tube Co. of America 
and later with the Youngstown Sheet & Tube Co., 


Fretz 


Youngs 


| | 
town, Ohio, has been appointed western sales manager | 
for J. B. Wise, Inc., Watertown, N. Y., with headquar 
| ters at 1508 Lytton building, Chicago. 
J. H. Mulrein, San Francisco, Calif., representative 
for J. J. Ryan & Co., Chicago, is visiting friends in Ios 
Angeles and Phoenix, Ariz. 
Neal O'Hair, of P. E. O’Hair & Co., is on a business 
trip to the Pacific Northwest. 
Leland Green, manufacturers’ agent, of San Francisco 
Calif., has been appointed Pacific Coast agent for Turnet 
Brass Works, Sycamore, Ill., and The Tubular Products 
Co., of Southington, Conn 
H. KE. Heyder, Chicago district sales manager of Cone 


maugh tron Works, Latrobe, Pa., has moved his head 






















Co, 





of Lambertville Pottery 
Morrison, of Bastian-Morley Co., La 
Ind.; John G. Kelly, manufacturers’ representative, 
New York City, and Geo. E. Trudel, mayor of Manchester, 
N. H., and president of Geo, E. Trudel Co., of that city.—lrom 
photograph taken on the links of the Daytona Golf and 
Country Club, Daytona, February 24, 1925 


Philip Faherty, vice-president 
Lambertville, N. J.; F. 





Porte, 









Florida, 
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The Effect of 
S cale o77 Pipe 


? ieiiekcs en sabe, wari adel 


SCALE on 
Ordinary Pipe Means 


Increased corrosion—especially pit- 
ting. 

Greater friction loss. 

Less delivery capacity. 

Poor base for galvanized coating. 

Valve seats damaged and small ori- 
fices clogged. 








‘NATIONAL’? 
Scale Free Pipe Means 


Minimized corrosive tendencies — 
particularly pitting. 

Less friction loss. 

Full delivery capacity. 

Good base for galvanized coating. 

No scale to damage valves or clog 


; small openings. 


Ly addition to the Spellerizing (roll-knobbing) process applied to all “NATIONAL” 
Pipe, sizes 4-inch and under, all butt-weld pipe, sizes 14 to 3-inch, is made by the SCALE 
FREE Process. In this process the mill-scale, or welding-scale, ordinarily found on butt- 
weld pipe is removed by a special rolling operation, which gives a clean, smooth surface 
both outside and inside the pipe. Our Bulletin No. 7 illustrates and describes the pro- 
cess of manufacture and explains the advantages of SCALE FREE Pipe; plumbing and 
heating contractors will find this bulletin interesting and valuable. 


NATIONAL TUBE COMPANY, PITTSBURGH, PA. 
GENERAL SALES OFFICES: FRICK BUILDING 


Atlanta Boston Chicago Denver Detroit New Orleans New York Salt Lake City Philadelphia Pittsburgh St. Louis 
Pacific Coast Representatives: U.S. Steel Products Co San Francisco Los Angeles Portland Seattle 
Export Representatives U.S. Steel Products Co New York City 














DOMESTI 





Bearings of Highest Grade 
Cast Phosphor Bronze 


The Century Repulsion Start 
Induction Motors are made from the highest 
grade cast phosphor bronze bearing metal 
that can be obtained. They are cast from 
metal heated in electric furnaces in the Century 
plant— the composition of each individual heat 
being exactly determined. They are then 
accurately machined on all dimensions and 
provided with machine cut figure-8 oil grooves, 
which insure a thorough distribution of oil 
throughout the entire length of the bearing. 
Lateral shifting is pievented by a heavy 
shoulder on one end of the bearing— built with 
liberal dimensions, they withstand the pound- 
ing of gear drive and pressures from uninten- 
tionally heavy belt tension. 


bearings in 


These are just a few of the reasons why many 
Century Motor owners report continuous 
service for 20 years without a single bearing 
replacement. 


Built in all standard sizes from 1¢ to 40 h. p.- 
temperature rise not more than 40 degrees 
Centigrade. 


Send for Bulletin No. 29 


Bulletin No. 29 outlines all the superior fea- 
tures of Century Repulsion Start Induction 
Single Phase Motors— send for your copy to 
day. 


CENTURY ELECTRIC COMPANY 
1827.Pine St. St. Louis, Mo. 


29 Stock Points in the United States 
and More Than 50 Outside Thereof 





4 to 40 H.P. 


a-Running 











\Y% to 40H. P. 





MOTORS 





| Church Mfg. Co., of 101 
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from 446 St. James place, to 600 Diversey 


Chicago. 


quarters 
parkway, 


Louis Berglas, of M. P. Berglas Mfg. Co., & Fulton 


treet, Brooklyn, N. Y., is enjoying a few week n 


Havana 

Walter I. Vallett, of the EverHot Heater Co., Detroit 
Mich., was a recent visitor to the Pacific Coast where he 
pent some time in Los Angeles and San Francisco, Calif 
Vortland, Ore., Seattle and other Washington cities 
O'Neal, representative for the Blackmer Ro 
Petoskey, Mich., in Kentucky and 
Tennessee, will hereafter represent the company in In 


George T. 


tary Pump Co., of 


diana also 

Wim. Tinker, of the National Radiator Co., Johnstown 
Pa., left the Philadelphia office to the care of his asso 
ciates a few days ago to spend two or three weeks in 
yermuda. 

Leon Murrell Hewitt, of Greensboro, N. C., has been 
appointed a southern sales representative for the A. F 
Curtin Valve Co., of Medford, Mass. He was for some 
years connected with the Sanitary Supply Co., of Greens 


boro 


I. J. Knudson, of Chicago, representing the refrigera 
tion department of the American Radiator Co., was a 


recent visitor to San Francisco, Calif., where he was 


entertained by Ross M. Clark, manager of the San Fran 
cisco branch of this concern, 

W. Holtz. of the 
Angeles, Calif., 

fe. As 
for the Chicago Faucet Co., has been transferred to New 
York, and will take charge of the office at 101 Park 
avenue, replacing O. William Staiber. 


Shinn-Holtz-Lyon Co., Ine., of Los 
was a recent visitor in San Francisco 


Fisk, who formerly covered the Chicago territory 


O. William Staiber, who was formerly connected with 
the Chicago Faucet Co., is now identified with The C. F 
Park avenue, New York City 

Leon B. Lake City 
branch of Crane Company, recently addressed the Lions 


Hampton, manager of the Salt 
Club of that city on the value of the plumbing and heat 
ing crafts and the inter-dependence of the various indus 
tries 

R. H. 


Supply Co., 


Griffith, sales manager of the Peerless-Pacific 
of Portland, Ore., has just returned from a 
While in that city and other 
California points he says he was gratified to note the 


trip to San Francisco. 


live interest expressed by master plumbers in the na- 


tional convention next summer. They are looking for- 
ward to that and to the California state convention as 
the high spots of the year. 

Robert McKeown, Jr., has been appointed New England 
sales representative for the Sanitary Company of America, 
Linfield, Pa., with headquarters at 19 Pearl street, Boston. 





— 


Members of the Central Plumbing and Heating Salesmen's 
Club at their second annual meeting held recently in (o- 
lumbus, Ohio 
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SOMETHING N NEW/ 


COPPER BOILER 
AS HEAVY AZ 


There are three extremely im- 
portant things to remember 
when buying a copper boiler. 


Copper boilers of proper 
gauge of metal are safe. 


That it pays to spend 
little more for a better 
boiler. The weight of the 
boiler is a good indication 
of its value. 


That a proper relief valve 
should be used on the 
boiler as there are many 
ways of locking the system 
and creating excessive 
pressure; particularly 
when check valves, pres- 
sure regulators or pumps 
are used. 





JOHN TRAGESER STEAM Copal 
44-5 -459WVest26Tu. Street, NewYork City. 


Mention Domestic ENGINEERING when writing advertisers. 
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| “Ask ’em to Buy” 


on iT 


| Ruud Easy Payments 


The RUUD Easy-Payment Plan is easy for you | 
as well as your customer. 11 


You don’t need a lawyer or banker to help work | 
it. There's only one simple form to be filled out. HHI 





| You don't tie up a nickel of your capital—you | 
11) 1] don’t add a penny to your office overhead. 111 | 


Ruud carries the account, collects the payments, 111) 
and pays you your profit within thirty days 


after installation. 


Ask us for full particulars 


Ruup MANUFACTURING COMPANY | 
PITTSBURGH AND ALL LARGE CITIES | 
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New Product) Prevents Rust in) Water Supply 

Rust takes its vearly toll from all unprotected ferrous 
metals, Due to variations in water conditions, the rusting 
process proceeds at a much more rapid pace in some 
districts than it does in others In many localities water 
conditions are so 
bad that the 
household water 
supply is de- 
cidedly contami- 
nated, water at 
the faucets run- 
ning from slight 
discolorations to 





cases where it is | 
a deep brown. 

Chemists have, however, dis- 
covered a compound that is 
said to be effective in meeting | 
these conditions and in protect- 
ing household water supply | 
systems from rust. It is | 
claimed that it does its work 
by spreading a microscopically 
thin protective coating over the 
interior of the plumbing in 
stallation. This coating keeps 
the water from coming into 
contact with the pipes and a 
device has been perfected for 
feeding this chemical into the 
water supply system. The device will be distributed 
through the plumbing trade. 

The apparatus used is a steel tank that connects to the 











hot water line. Inside the fank is a screen receptacle | 


filed with the chemical which is crystalline in form and 
dissolves very slowly in cold water and at a slightly more 


rapid rate in hot water. The rusting, of course, proceeds | 


more rapidly with warm water than it does with cold 

When the device is connected to the hot water line, two 
valves control the flow of water through it The water 
passing over the crystals slowly dissolves them and carries 
small portions of the dissolved chemical throughout the 
entire water system They are gradually deposited in an 
extremely thin coating over all rust spots Soon the 
entire inside surfaces are coated by this thin film. 

When the surfaces are coated in this manner the con 
trol valve is nearly closed or set at a point where very 
little chemical is fed into the system, just enough to main 
tain a thorough coating at all times. It is claimed that 
the use of excess quantities is not harmful The thin 
film is said to interfere in no way with the operation of 


the system 


New Trade £1terature 


Plumbing Inspection Survey of 900 Cities 

A comprehensive survey has just been completed by 
the National Trade Extension Bureau, of Evansville, Ind, 
Nine hundred cities were surveyed in order to obtain 
data concerning plumbing inspection throughout” the 
United States. The report shows the names and addresses 
of plumbing inspectors in cities having such officers In 
cases where there is no inspector the survey indicates 


what offieer is responsible for the observance of sanitary 
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Write Now For This 


Complete Catalog 


Want 
This 
Because 


It Will Get You 
the Business 


The Hudson catalog contains a 
complete selection of showers and 
standard bath equipment. These 
are perfectly constructed of high 
grade materials permitting ease of 
installation and satisfactory work. 


One of the reasons for the great 
popularity of this line is that it has 
the refinements of construction of 
the high priced lines, but: priced so 
as to allow a great margin of 
profit and turnover. 


Any jobber can supply you. Write 
today for catalog. 





Hudson Brass Works Inc. 
16 Nassau St. BROOKLYN, N. Y. 
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Look For This Trade Mark 


It Identifies 
The Radiator Valve 


with the 


FORGED BRASS 


aii 








Commonwealth-Lavigne Radiator 
Valvesthe valves with the Forged 
Brass tail nut which will not crack nor 
break——are plainly marked with the 
familiar <i> 


The Forged Brass nut is a feature of 
Commonwealth-Lavigne valves which 
eliminates the troubles formerly en- 
countered when installing valves with 
cast nuts. This is an improvement 
which you will at once appreciate. 


Valves bearing our trade-mark are 
easier for the steamfitter to install and 
insure the owner a valve which is per- 
fect in operation, pleasing in appear- 
ance and unsurpassed from the stand- 
point of service. Your jobber can 


supply you. 


COMMONWEALTH BRASS CORPORATION 
DETROIT, MICHIGAN 


COMMONWEALTH 





RADIATOR VALVES 
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The name and address of the chairman of 
the board of health in each city is also given. Other 
answered are: “Do city regulations require 
examination and license of master plumbers and jour- 


neyman plumbers?’ and ‘‘Who conducts this examina- 


| tian?’ 


| survey. 
| 621 of the 855 cities reporting, or 





A number of interesting facts are brought out in the 
Analysis of the statistics obtained shows that 
72.6 per cent, have 
a plumbing inspector, while 234 cities, or 27.4 per cent, 
Cities requiring examination and license of 
Cities requiring license only 
Cities having regulations 


have none. 
master plumbers total 524. 
for master plumbers total 58. 
requiring examination of journeyman plumbers total 405, 

This survey should be of assistance to associations of 
master plumbers and heating contractors by giving them 
information of use in their efforts to have uniform plumb- 
ing regulations passed. It will also be found valuable 
by manufacturers and jobbers. 

The report, which comprises practically forty pages, 
will be furnished to any supporting member of the Bu- 
reau for one dollar, which is only nominal, in view of the 
amount of time, labor and postage involved in securing 
these data. 

Hisey-Wolf Machine Co.’s Bulletin 

Bulletin No. 1582 just issued by the Hisey-Wolf Ma- 
chine Co., of Cincinnati, Ohio, describes four new types 
of “Hisey’’ motor driven combination grinding and 
buffing machines. The bench machine illustrated is made 
and 1 h. p. sizes, with open type of spindle ex- 
tension. The floor type grinding and buffing machine is 
made in the same sizes with encased spindle extension. 


in % 


Buffalo Forge Company’s Circulars 

Breezo-Fin heaters are discussed in a new circular be- 
ing sent out by the Buffalo Forge Company, of Buffalo, 
N. Y. ‘“‘Take "Em Where You Need 'Em! Chase Win- 
ter Out of Your Shop!” says this circular which explains 
that these heaters are light enough to be moved without 
difficulty. Diagrams of over-all dimensions and capaci- 
ties are included in the folder. Other new circulars 
describe a power drill and a rivet forge of the company’s 
manufacture. 


Nye Tool & Machine Works’ Circular 

The Nye Tool & Machine Works, of Chicago, is dis- 
tributing a circular, 18 by 22 inches in size, containing 
proofs of electro catalog units, which will no doubt be 
of ‘interest to jobbers throughout the country. A small 
folder illustrating the Nye ‘‘Junior’’ Three-Way solid 
stock is also being sent out. 

‘‘Here’s How We Help You Sell” 

An interesting little booklet just issued by Clemson 
Bros., Inc., of Middletown, N. Y., describes advertising 
material distributed by this company. Colored illustra- 
tions show sales helps, such as window displays, counter 
display racks, etc., prepared to aid the dealer in selling 
Star hack saws. 

Excelso Specialty Works’ Envelope Stuffer 

“Excelso Phaeton water heater—Auxiliary units’ is 
the subject of an envelope stuffer being distributed by 
the Excelso Specialty Works, Inc., of Buffalo, N. Y. Space 
is left for the imprint of the dealer’s name and address 
The company is also sending out a circular containing 
a suggestion for the best method of displaying Phaeton 
heaters 

Trade Price Sheet 

Gorton & Lidgerwood Co., of New York City, is sending 
out a trade price sheet on the Gorton single pipe vapor 
heating system appliances. The price list has gone into 
effect. 
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The Entire Plumbing Industry 
Is Getting in Step With 
MUELLER 


Knowing what Mueller’s great advertising campaign for 1925 
will mean to the industry, scores of new jobbers have enlisted under 
the Mueller banner. Never before have Mueller Products enjoyed 
such a widespread distribution. No plumber is now outside the limits 
of prompt service from this extensive distributing organization. 


Nor have plumbers been slow to see what Mueller’s campaign is 
doing for them. They appreciate Mueller’s advertising, which defends 
the legitimate merchant plumber against the vicious practices of 
unscrupulous competition. In teaching the home owners and builders 
of America that dissatisfaction with plumbing arises not from the 
plumbers’ workmanship, but because fittings of inferior quality had 
to be used, Mueller’s advertising creates a definite advantage for the 
conscientious plumbers of the country. 


The eyes of the plumbing industry are on this Mueller campaign. 
Are you following it? 


Ask your jobber about it! Here’s the schedule for the next three 
months — be sure to buy these issues and look for the Mueller 
advertisement: 


March 7-—-A color page in The Saturday Evening Post 
March 7—-Two pages in The Country Gentleman 
March 28-—-A color page in The Saturday Evening Post 
April 11—-Another page in The Country Gentleman 
April 25—A color page in The Saturday Evening Post 
May 23-—-A double spread in The Saturday Evening Post 


MUELLER CO.  =STABLISHED_1857 


Factories: Decatur, Ill., Port Huron, Mich. 
Branches: Canadian Factory: 
New York,' San Francisco, Los Angeles Mueller Ltd., Sarnia, Ont. 
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Inset Type Porcelain 
Enameled Iron Trimmings 


On your bathroom jobs of the better grade 
where you wish to make a particularly 
good showing, the use of Sno-Wite Inset 
Type Trimmings will go a long way in 
helping you accomplish your purpose. 


They can be installed by the plumber in 
plaster walls where no tile is used and add 
that touch of quality that cannot be 
otherwise attained. 


Complete Catalog on Request. 


We Manufacture a complete line of 
SURFACE AND INSET TYPE TRIMMINGS, 
MEDICINE CABINETS AND MIRRORS 


American Enameled Products Co. 
CHICAGO, ILLINOIS 














HERE IT IS! | aBeEnpRotTH 


A SINGLE PIPE TANK 
VAPOR SYSTEM HEATERS 


Simple to Install 


Any steam fitter can put 
in this system. 











Hot water a plenty, no matter 
the time of day or night, as guaran- 
teed by an Abendroth Tank Heater 
makes the.‘‘Bath A Day” a real 
habit. 





LOW IN COST 


Does the Work 


We have the successful 
installations to prove it. 





These heaters are tested to 250 lbs. 
pressure and furnished in sizes for 
every requirement. 





Capacities range from 40 to 1800 
Gallons. 


Keep Them in Stock 








Descriptive matter sent on request 


SOE baie ee ©? || ABENDROTH BROTHERS 


C. W. BEDELL, 273 Congress St., Boston, Mass. Established 1840 


H. M. GASSMAN, 513 N. 21st St., Birmingham, Ala 
DUANE L. BLISS, Jr., Rialto Bldg., San Francisco, Cal. Port Chester New York 
CHAS. A. MANN, 155 No. Clark St., Chicago, Ill. oe 
J. E. PERKINS CO., 113 E. Franklin St., Baltimore, Md SALES OFFICES: 


JOHN H. DODD,, 1505 No. Haskell Ave., Dallas, Tex. . me 
Wm. G. MOORMAN, 325 Ellicott Sq., Buffalo, N. Y. Bridgeport New York City Brooklyn 
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NEW YORK 


A slight increase in manufacturers’ business is re- 
ported in most lines, as compared with last week. In 
a few cases, a perceptible increase in demand made itself 
felt during the latter part of the week, due to the fact 
that some jobbers’ stocks are becoming exhausted. 

Considerable price cutting by jobbers is still reported, 
and it seems that a bad habit of long standing can not 
easily be broken It is generally expected that when this 
evil is abolished, conditions will be greatly improved in 
all lines 

With the continued mild weather, new building is 
obtaining a firm footing, which is reflected in an in- 
creased demand for some commodities 

Soil Pipe 

There has been very little change in the soil pipe 
market Although not a great deal of new business 
is being placed, foundries are kept fairly busy shipping 
previous bookings now released As a result, deliveries 
are rather slow One large foundry, however, reports 
that 35 per cent of present production is being applied 
Foundry prices remain the same. 

Steel Pipe 

No change is reported by makers, demand remaining 
rather inactive Prices are firm and deliveries are good. 

Wrought Iron Pipe 

Manufacturers report demand in New York as up to 

a normal and satisfactory level. No price change has 


against new orders 


occurred. Prompt shipments are the rule. 
Enameled Ware 

A satisfactory and active demand continues and one 
manufacturer reports operations at 80 per cent of capac 
ity. Prices remain the same, and, as manufacturers’ 
stocks are in good condition, deliveries are good. 

Pottery 

Makers report a satisfactory demand in and about 
New York. Since the reduction on lavatories reported 
last week, no change has occurred in prices. Shipments 
on staples are good, and on specialties are reasonably 
prompt. 

Range Boilers 

Demand for this commodity is not very active, although 
a few orders are being placed Prices remain the same. 
Deliveries are prompt, 

Plumbers’ Brass Goods 

The light demand reported last week still continues. 
Prices of tubular brass goods are unchanged, while thete 
is still some variation in those of cast brass. Makers 
are able to make prompt deliveries. 

Boilers and Radiators 

Demand for radiation continues to mount One man- 
ufacturer reports a very gratifying increase in orders dur- 
ing the latter part of this week. Last week’s report noted 
a price reduction There has been no change since De- 
liveries are good on most items. 


PHILADELPHIA 


While a general spirit of optimism prevails in the 
plumbing and heating field in and about Philadelphia, 
conflicting reports are received as to the condition of 
business during the past week. 

This is probably explained by the fact that, although a 
g00d deal of building is going on, some of the work has 
not yet reached the stage where manufacturers and job- 
bers of all commodities feel the demand. As soon as an ap- 
preciable drain on jobbers’ stocks makes itself felt, re- 
placement orders will undoubtedly begin to come in in 
larger proportion 
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Soil Pipe 
Most manufacturers report that demand is still rather 
slow. Prices are unchanged. Deliveries are a little slow. 
Steel Pipe 
The situation in steel pipe is much the same as last 
reported. There is a fairly steady, though not large ‘ie- 
mand. Mill prices are firm. Shipments are reasonably 
prompt. 
Wrought Iron Pipe 
Manufacturers report a good inflow of business, and 
the general outlook seems very promising. Demand has 
materially increased during the past week. Orders are 
about evenly divided between material for stock and for 
specified jobs. Prices are unchanged. Deliveries are 
fairly prompt. 
Enameled Ware 
A reasonably steady demand is being experienced by 
most manufacturers and jobbers. Prices are firm. Due 
to a larger demand for the higher priced ware, deliveries 
vary from ten days to a month, orders for staples being 
easiest to fill quickly. 
Pottery 
No change has taken place during the past week in 
the pottery situation, demand continuing rather light. 
Deliveries are reasonably prompt, being better on staples 
than specialties. No change in price has taken place 
since the reduction on lavatories announced last week. 
Range Boilers 
There is at present no very great demand in the Phila- 
delphia district. Prices remain unchanged. 
Plumbers’ Brass Goods 
suilding operations are beginning to be reflected in the 
demand of brass goods, Prices are unchanged. De- 
liveries are prompt. 
Boilers and Radiators 
Demand for a!l types of radiation continues fairly 
heavy, with a marked increase during the latter half of 
the week. Since the new prices reported last week there 
has been no change. Deliveries are fairly prompt. 


NEW ENGLAND 


Business continues to run along smoothly but in uo 
great volume. The confidence of the entire trade, how- 
ever, is undiminished. Activity seems to be assured, the 
onjy question being as to when the actual start will be 
made, 

A fair amount of material is being moved out of job- 
bers’ stocks with a consequent replacement from the 
manufacturer. Material is thus kept moving steadily and 
it is only a question of the return of warm and settled 
weather when a much larger movement will take place. 
Goods have already been contracted for to take care of 
requirements from the first quarter to the first half of 
the year and practically all of the jobbing trade state 
that they are keeping prepared for the active demand 
by filling up the holes in their stocks as they occur. 

Manufacturers are optimistic, little talk is heard of 
price cutting, many building permits of all classes are be- 
ing issued, a great amount of figuring is being done and 
all indications point to a busy season once activity gets 
under way. 

Soil Pipe 

Demand on the jobber has taken a marked advance 
recently. This, in turn, has meant a greater demand on 
the manufacturer who is at present shipping against old 
business as well as taking on some new orders. Prices 
are firm and the feeling of confidence in the stability 
of this commodity is being shown in the greater de- 
mand. Jobbers are keeping stocks up to a good working 
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level and are releasing cars at frequent intervals. The 
situation seems to be satisfactory all around. 
Steel Pipe 
No change in the price situation. 
jobbers as a rule having large and well assorted stocks 
in anticipation of the demand in 
near future. Mills report a good business on the books 
and are making fairly prompt shipments when required. 


Demand is slow, with 


active expected the 


Wrought Iron Pipe 
Jobbers report a light demand. Manufacturers as weil 
as jobbers have good stocks on hand 
spring demand. Prices are firm and unchanged, 


in anticipation of 


Enameled Ware 

Demand for this commodity runs along with a fair and 
steady movement. Jobbers’ stocks are in good shape to 
handle the orders received in good time. Manufacturers 
report good business on the books with new orders com- 
ing in and many old business being given. 
The situation satisfactory. un- 
changed. 


releases on 


is generally Prices are 
Pottery 

One of the leading potteries has just announced a slight 
drop in prices of syphon action bowls and china tanks. 
Business is said to be good, since there is a marked in- 
in the number of sales of fair quantity lots by 
the jobber. Stocks in hands of jobbers are well assorted 
and potteries are getting orders for releases against old 
orders. Shipments are being taken care of with a fair 
degree of promptness. 


crease 


, 


Plumbers’ Brass Goods 

Stocks in hands of jobbers are, as a rule, large and 
well assorted. There and is still a good de- 
mand on the jobber for staples, many of the sales be- 
ing taken during the latter: part of last year. Prices 
are strong with some advances in both tubular and cast 
brass goods being announced. Most of the business be- 
ing done is on the old basis of. price for quantities, with 
replacements at the higher level. Manufacturers 
are working at full capacity and as a rule are booked 
with business for at least 60 days ahead. 


has been 


new 


Range Boilers 
Prices are unchanged. Demand is slight with jobbers’ 
stocks and manufacturers’ warehouses amply supplied 
with material to take care of all business received. 


Boilers and Radiators 

Business is slow, there being little demand in 
so called ‘‘in-between season.’’ Jobbers’ stocks and ware- 
houses have sufficient material on hand to care promptly 
for all business entered for quick delivery. Business on 
the books of manufacturers, as well as jobbers, for fu- 
ture delivery is said to be good and the only thing hold- 
ing up activity in this line is the weather. Prices have 
not changed since the reduction in radiation last week. 


PACIFIC COAST 


Business as a whole showed no noticeable change dur- 
ing the week and is totalling a fair volume. 

Real Estate dealers report many inquiries for homes, 
and in the larger cities on the 
construction is again to the fore. 


this 


Coast, apartment house 


Jobbers’ prices to the trade remain unchanged. 
Soil Pipe 
The demand as a whole remains good. 
while broken on in fair shape and are 
being replenished by constantly arriving shipments from 
foundries. Jobbers’ to the trade vary consider- 
ably in the various jobbing centers. 


Jobbers’ stocks, 


some sizes, are 


prices 


} 
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MAGAZINE FEED 


WATER HEATERS 


Interior View 


Magazine can not burn out. No explosion of 
gases from overheated magazine. The coal is 
burned on the grate and not in the magazine. 


HERBERT BOILER COMPANY 
ROOT AND LA SALLE STS. CHICAGO, ILL. 
J. T. Blyth, 100 Standard Bank Bidg., OTTAWA, ONTARIO 


REG.U.S.PAT.OFF. 


More Economical thana Pump 


Penberthy Automatic Cellar Drainers are finding favor 
among contractors who use them instead of pumps to drain 
excavations for building and ditches, in fact, they can be 
used wherever water accumulates. 

They are easier to install than a pump and require no elec- 
tricity or steam (unless the latter is desirable) for operation. 
The only power needed is the city water pressure which is 
usually readily available, 


All jobbers sell Penberthy Products. 
Penberthy Injector Company 


Established 1866 . 
1244 Holden Avenue Detroit, Michigan 
Canadian Plant, Windsor, Ont. 


Automatic 
Cellar 


Drainer 
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A Pair of Genuine Armstrong 
Brass Pipe Jaws Is All 
That’s Needed 


to convert your regular Armstrong No. 1 hinged 
pipe vise into a brass pipe vise. By a friction 
grip they hold, even nickel-plated pipe, firmly 
and securely without marring or crushing the 
pipe. 

The size range of the No. 1 Armstrong vise 
lf, to 2-inch I. P. S. will cover any ordinary 
brass pipe requirement. 


These jaws double the possibilities of the No. 1 
vise at a very nominal cost and add very little 
weight to your kit. 


Armstrong Manufacturing Company 
Bridgeport, Connecticut 
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Valves that 








Yenkin 


sees. weve 


do you justice 


Jenkins Valves can be relied on to 
lo justice to you, and to the quality 


of your work. Made for the max 
imum service, not merely the 
average, these sturdy valves are 


inaffected by the many strains of 
heating and plumbing service 
expansion and contraction, or lift 
ing and settling of pipe 


Only a genuine Jenkins Valve gives 


Blake 





Quality Floor Drains 


Made Right—Priced Right 






H 300 
H 900 2” Back Water 
2” Back Water H 305 
H 95 2” Plain 
2” Plain 









1 ’ H 310 
Jenkins service, and to be a gen H-400 2” Backwater 
' P ralyv “ 2” Backwater 
ine Jenkins, a valve must bear oe maenarater 
the Jenkins Diamond mark 2” Plain H 335 
. on ¢ ‘ rates CO P ys 4” Backwater 
See it on every valve you install. We manufacture an extensive line of floor drains, 360 
the above illustrations show only a few of our 2” Plain 
ae ——— are all inspected and tested before of ctte 
. ‘ . caving our factory. None made any better. 380 
t See JENK INS BROS. Can furnish any drain with polished brass strainers 4” Plain 
( 80 White Street New York. N.Y or outlets tapped for iron pipe. 
924 Atlantic Avenue Boston, Mass All of our floor drains are fitted 
133 No. Seventh Street Philadelphia, Pa with our new lock type strainers 
646 Washington Boulevard Chicago, Il which insures a neat fit and keeps 
strainer attached to body so it 
JENKINS BROS.. LIMITED cannot become misplaced, broken 
— —_ or lost. 
Montreal, Canada London, England 


products, 
can buy. 


Alway s marked with the" Diamond” 
e 


s\/alves 


SINCE 1864 
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When your jobber furnishes Blake 


Blake Specialty Co. 
Rock Island, Ill. 


he gives you the best he 





Canadian Service—All Crane Co. Branches 


writing advertisers. 
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Stecl Pipe 
Very little change in the demand for this commodity is 





noticeable. The volume of sales is generally satisfactory 


. 
Distributors’ stocks are well assorted and very little diffi- You Can Guarantee Satis- 
culty, if any, is experienced in securing prompt shipments m 
from factories. Jobbers’ prices to the trade vary in the faction When You Install 
various jobbing centers. 
Enameled Ware 
Volume of sales of this commodity is good Most job 







bers are keeping their stocks at minimum and depending 





RIVAL OF THE CLOUDS 


on coast factories and manufacturers’ warehouses for 









large requirements, as shipments from these sources are 





Nature’s Water Softener 
Copyright 1920 by the Refinite Co 





being made very promptly. Jobbers’ prices to the trade 





vary 





Pottery 


aoa : ; Connected to the water supply line 
Sales of this commodity are in good volume Jobbers 


Refinite makes all water passing through 
it as soft as rain, but better because it is 






stocks as a rule are ample for present requirements and 





shipments from either coast or eastern potteries are be pure and uncontaminated. Requires 
ing made promptly. Jobbers’ prices to the trade vary practically no maintenance after in 
: | stallation—the water softening mineral 
“Refinite” lasts almost indefinitely—it 


being only necessary to dump a few 










Range Boilers || || 
Range boilers are selling in a fair volume at present i 











and indications are that they will continue to do so } } aN) : 

: is } I] a pounds of coarse salt in through the top 

for some time to come. In some of the Coast jobbing Vil \| it occasionally. 

centers, however, the combination boiler and heater is Wi 1H . 

replacing the range boiler to a large extent | Wi | Eight years of actual service under all 
| sorts of conditions have proven its merit. 






Plumbers’ Brass Goods #1 | aa, ‘ : , 
aN There is always some one best thing in 





Sales of this commodity continue in good volunie, and every line—in water softeners it is 


give every indication of keeping up to present volume ] “Refinite.”” Let us tell you all about it. 


The Metal Market 
; “ Le REFINITE COMPANY 
Mar. Average Average Average cA , Refinite Bldg. Omaha, Nebr. 


10 Jan., 1925 Nov., 1924 1923 gy 




































PiGg TRON 
N 2 Foundry, Chicago, 













furnace... $24.00 2° R80 £21.00 LO’ 
PLATES AND SHEETS 


Steel boiler plates, Pitts- | 1897 EHNSANIGAR 1925 


burgh, per Ib 2.100 , 2.006 185 2.18% THE QUALITY GOODS 
T asneeeemeeeeniaeemmnmnentieenemementemenined 














Blue annealed sheets, 





Pittsburgh, per Ib 2.70 2.7% 2.60 2.5006 | xf 


R 





Black sheets, Pittsburgh, 





per Ib : 3.56 bode 4c Wat 





Galvanized sheets, Pitts 
burgh, per Ib 1 NUK fice 1. } 
TIN 


Straits tin oo Ke 12.7 16 
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COPPER— 
rime Lake, f. 0. b. re ——3* VENT To ieee aT 
finery 14 Ke 14.96¢ awa? 
Mleetro, delivered 14.356 14.616 - 










LEAD 


Chicago S.S5e 7.35¢e 
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The Old Metal Market 
Dealers’ Buying Prices 




















Per Ib Per Ib Fic. 113, PATENTED 
Aluminum clippings 16 ¢ Copper, light Rec 
Block tin 35 ¢ Copper, uncrucibled ! h I O l O W. 
Brass, light 614 wire 9%e ere Ss n y ne ay 
Brass, heavy mixed 6%c Faucets and valves oh to keep grease out of the drain pipes and sewer and that 
Brass, red Sloe Lead, heavy 5 ¢ is by the installation of an efficient g.case trap. But there 4 
Copper, erucible 10%e Solder joints ” are many so-called grease traps that merely impede the 
passage of the grease to a greater or lesser degree but do 
NOTE Prices are those quoted on Tuesday of this week not stop or trap it 
If the waste grease is not chilled immediately after 
leaving the sink it will get into the drain pipes and clog 
The Richfield Plumbing & Heating Co., Richfield, Minn them. Dehn's AcmE Double Trapped, Water Cooled 
. - a a ‘ ; Grease Trap performs this important function per 
of which Lon Hough, 5414 Nicollet avenue, Minneapolis, fectly-——the cold supply water completely surrounds the 







trap body 





Minn., is manager, is planning the erection of a com- 


bined store building, plumbing shop and offices, on Nicol COMPOUND INJECTOR & SPECIALTY CO. 


let avenue, near Forty-fourth street 






Originators, Designers and Sole Manufacturers of 





Contract for plumbing in a $100,000 apartment struc 
ture, to be erected in Seattle, Wash., for David Bain, has EHNSANIGAR 
been let to Randall Plumbing and Heating Company, of Zo EQUALITY GOODS 
that city, and the heating has been awarded to Globe 419-421 D-N. Laramie Ave. Chicago, Illinois, U. S. A. : 











Heating Company, also of Seattle. 
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Whenever and wherever you do a job 
Don't forget to mention the Speakman 


Sw 





SPEAKMAN SHOWERS 
and FIXTURES 


SPEAKMAN COMPANY 


ing-Nozzle Sink Fixture 


WILMINCTON. DELAWARE 


































For Close Roughing 


No.260 VANARCO ~“cLosrur SEAT 


Balances on the “teeter” 
principle, and provides suffi- 
clent offset where the con- 
ventional pattern cannot be 
used. A boon to plumbers for 
close roughing jobs. 


VanArCo Wood 
Tanks and Seats 
are quality goods 


Van Arnam Mfé. Co., 
Pt.Wayne. indiana 














THE GRABLER MANUFACTURING CO. 


LIARE 


lroné Malleablelron 


Ee EE 


| FITTINGS 
We are so proud of Square 


‘‘Gee”’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 









CLEVELAND, QO. 




























Type “eA” 








Automatic Gas Water Heater 


When it comes to actual 
performance in homes over 
a long period of years, 
there is no water heater 
that delivers like a 
Humphrey Automatic. 
Any good plumber can 
tell that by looking at it. 


Humphrey Company 


(Div. Ruud Mfg. Co.) 
Kalamazoo Michigan 


























March 11, 1905 
Indiana Master Plumbers in Ninth Annual Convention, 
The ninth of the Master Plumbers’ 
Association of Indiana was held in Evansville on Tuesday 


annual convention 


and Thursday of this week. It was decided to hold future 


conventions in Indianapolis and the executive committee 
was directed to appropriate a sum sufficient to cover nec- 
An encouraging sign of the 
is that In- 


succeeded 


essary convention expenses. 


times, reported by the legislative committee, 


dianapolis, after repeated failures, has at last 


in securing an ordinance providing for plumbing inspec- 
tion A. E. Werkhoff, of Lafayette, was re-elected presi- 
dent of the Indiana association 

Standard Sanitary Mfg. Co. Purchases Building.—-The 


Standard Sanitary Manufacturing Company, of Pittsburgh 


Pa., has purchased a building at Beaver Falls, Pa., and 
will convert it into a foundry. 

Abendroth Bros. Enlarge Plant.—Abendroth Bros., of 
Port Chester, N. Y., are preparing to increase the output 


of their boiler department by doubling its present capac- 


ity Excavating for a new moulding shop has already 
been begun. This will be followed by the erection of a 
new warehouse and machine shop six stories high. 


The 
Chicago Master Plumbers’ Association held a very pleas- 
at which several new members 
Refreshments were served after the meet- 


Chicago Master Plumbers’ Association Meeting. 


ant meeting on February 8, 
were initiated 
ing, and the members enjoyed a social hour. 

San Francisco Auxiliary Gives Masquerade.—The La- 
Auxiliary of the San Francisco Master Plumbers’ 
Association gave a masquerade ball to master plumbers 
February 25. 


* 
dies 


and their friends on 
Men Hold First Annual Convention. On 
Thursday morning the Indiana organization of the Na- 
Association of Master Steam and Hot Water Fitters 
annual convention, in Evansville, and cele- 
with befitting ceremony. The 
by a handful of heating con 
tractors who got together at the convention of the Indiana 
master plumbers at Terre Haute last March. 

Contract Awarded.—_-The H. A. Rath Company, 
Elizabeth, N. J., awarded the contract for 
plumbing work in the new Times Publishing Building in 
that city. 


Heating 


tional 
held 
brated 


its first 


its first birthday 


association was organized 


of 


has been the 


Newark Master Plumbers’ Banquet.—The tenth annual 
of the Newark (N. J.) Association of Master 
was held March 2, and was attended by 


banquet 
Plumbers on 
300 persons 

Tacoma Master Plumbers Elect Officers.—Officers for 
the coming year were elected at the last meeting of the 
Tacoma Master Plumbers’ Association, Thomas Hurley 
was elected president, 

Ask Separation of Plumbing and General Contracts. 
The Master Plumbers’ Association of Atlantic City, N. J 
is endeavoring to have plumbing and heating contracts 
separated from the general contract. To this end, they 
have sent a resolution to the City Council asking that 
future municipal work be thus separated. 
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ILLINOIS CHAPTER OF A. S. H. & V. E. TALKS 
ABOUT OIL BURNERS 


That oil burners are a subject on which “much can be 
said on both sides’’ was proved at the March meeting of 
the Illinois Chapter of the American Society of Heating 
and Ventilating Engineers, held March 9, at the Chicago 
Engineers’ Club. One of the largest turn-outs in the 
history of the chapter responded to the notice that the 
evening would be devoted to a full discussion of all the 
problems entering into the oil burner situation at the 
present time. Heating engineers who have sold and in- 
stalled oil burners, heating engineers who are ‘‘on the 
fence’ toward oil burners, and oil burner manufacturers 
and representatives were there. And, though many were 
the faults found in this rapidly growing industry, the 
essence of all the talk that flew back and forth was that 
oil burners are here to stay. 

A good dinner preceded the meeting after which mem- 
bers and guests just turned their chairs toward the table 
at which President Homer R. Linn sat and made ready 
to take part in the discussion which E. P. Heckel was ap- 
pointed to lead. It had been planned to have an official 
of the Standard Oil Company give a short talk on the 
“Status of Furnace Oil,’”’ but the gentleman was unex- 
pectedly called out of town and Mr. Linn substituted by 
reading a paper along the same lines, written by the 
president of the American Petroleum Institute. This 
paper classified furnace oil in three divisions—Unfinished 
kerosene; light, high grade gas oil; and light fuel oil 
over 24 degrees Baume gravity. It pointed out that there 
are other factors, besides gravity, to consider in the use 
of furnace oil. For example, the flash point and the fire 
test. There are now approximately 800,000,000 gallons 
of furnace oil consumed annually in oil burners, and the 
market is spreading rapidly. 

Points brought up for discussion were many. Auto- 
matic control came in for more attention than most any 
other factor in oil burners, and, from all indications, it is 
in the attempt to control automatically the flash type of 
burner that most of those present have had trouble. The 
proper mixture of air and oil, of course, is necessary, and 
experiences were sought that might make this more in- 
telligently done. Some thought that it will be necessary 
to design special heating systems for oil burning. Others 
thought that an intelligent application to existing meth- 
ods is all that is necessary. A good suggestion made 
Was that oil burning sales forces needed more heating 
men. Oil burner men present said that proper co-opera- 
tion from heating engineers would see many of the diffi- 
culties now existing ironed out as time goes on. All in 
all, it was a most interesting discussion and one worthy 
of emulation by similar organizations in all sections of 
the country. 

The May meeting of the Society will, as usual, be given 
over to a social night. President Linn appointed Carl 


Johnson as chairman of a committee on arrangements 


to prepare for a banner time on this occasion 


SPRINGFIELD ASSOCIATION VERY ACTIVE 


The Master Plumbers’ Association of Springfield, Ohio, 
recently started the course of instruction in accounting 
offered by the N. T. E. B. The class is held every Mon 
day night under the auspices of F. A. Fisher, master 
plumber of that city, who is familiar with the work, 
inasmuch as he has been using the system for some time 
in his own establishment. The course is principally for 
the members of the association, although a few non- 
members, who expect to be members, are taking advan 
tage of the instruction. 

The association is made up of eighteen master plumb 
ers who hold their regular meetings on the second and 
fourth Monday evenings of each month in the associa 
tion rooms in the Mitchell building, Springfield. 

The association is now working for the passage of a 
bill for licensing of all master plumbers 

The organization recently elected the following officers 
President, Kk. H. Desormoux; vice-president, Martin R. 
Burns; secretary, H. F. Crockett, and treasurer, Geo. F. 
Ridenour. 

KENTUCKY PLUMBING LAW UNCONSTITUTIONAL? 

Unless the Court of Appeals decides otherwise, the 
1924 legislative amendment to the Kentucky Plumbing 
Act is a dead issue under the ruling of Circuit Judge 
Joe L. Price, of Paducah, Ky., McCracken County, who, 
in the injunction suit of a master plumber of Paducah 
against the Plumbing Inspector and Plumbers’ Examin 
ing Board and the city of Paducah, issued a permanent 
injunction, Judge Price holding that the law was un 
constitutional. The old law has been in effect for some 
years and affected only cities of the first class, but in 
the amendment would take in cities of the second class 


i 








George W. Heth and George McCarthy, of the Weil-McLain 
Co., Chicago, at Ulinois Master Plumbers’ recent convention 
in Springfield, Il, 
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BROOKLYN DELEGATION TO BE LARGE AT STATE John Byrns, one of the charter members of the N nal 
CONVENTION Association, fourth national president of the assoc ion 
1 former state president, and a former New York City 


Tt Brook I Br ! f the Greater Nev York A ) - aie : 
‘ president; and two of his life-long friends, Wm. Young 
ciation of M Plumber will be well represented , 
ind Frank Reynolds, both charter members of th: ew 
the convention of the New Yorl State Association of 
‘ York City Association, formed over 40 years ago 
Master Plumber it Buffalo, N. ¥ mm March 24 and 25 
1925. b i delegation consisting of the following men SPP Pr ree 
: PEILADELPHEA SUBURBAN MASTER PLUMBERS 
ber Char H ntzinger resident Charl \\ uree 
DINNER 
mitt Ir i! William Fierman, Patrick H. Gl 
on, Frank Katz, Harry Voletsky, Frank J. Allocca, Tho The Philadelphia Suburban Master Plumbers’ A cia 
H Pinne I My f Patrick Ke Halloran Lew tion’s third annual banquet and ladies’ night, which wa 
\. ie , | ma | Clar] Harry Kre } Henry D held recently, served the purpose of promoting interest 
lost. Wil Volff. Michael J. MeGrath. James Jarcehe for the whole vear of 1925 The committee secure the 
Williar Viarsegli hael ¢ rk. Wil ! lr. MeKEnane ball room of the White Apron Club at Brookline }? 
Matthew J. Kenned Martin J. Hayden John J. Dixon ind. when dinner was announced, 347 were present to 
Thor WW Edgertor Charl Henning John Gannor partake of the oysters a la Sharp, snapper a la Sanderson 
Jol Ger J | B. Brad Ir Isidor Rosenthal mackerel ala Murph chicken a la Stranaghan, sal 
ort 1M \ 1. Sehre MeGuekin, ice cream a la Thompson, strawberry ort 


cake a la Halloway, and coffee a la MeCullough 


: ; . I). Sandersor who wa toastmaster, introduced E 
PORTSMOUTH ASSOCTATION OFFTCERS FOR 1925 


N. Sharp, president of the association Mr. Sharp ex 

The Portsn 1} Master Plumber \ ociation Port tended a welcome to all and told of the vast difference 
mouth, Ohio, recently elected Edgar Burkhardt as if vetween the first and third dinner from an attendances 
president and Clarence A. KR h as secretar tandpoint Mr. Sharp also detailed the many activitir 
of the issociation and urged the members to make he 

body a biever factor n all phases of communit life 


The speaker of the evening was Conrad FE. Muhly, man 
er of the Lansdowne branch of the Keystone Suppl 
& Mfg. Co Mr. Muhly, in his terse straight-forward way 
told of the benefits of association membership and urged 


1 non-members to ally themselves with the movemen 


for better plumbing b oining Mr. Muhly also empha 
ized that the upply houses were willing to co-operate 
in ever Way po sible 

\. Wilson ecretaryv of the association, told of | oO’ 
in attending uch a representative gathering 


Prote ional vaudeville artists entertained and their 





efforts were augmented by Irish ballads sung by Mr. and 
WwW. Fb. Kirn, Sheron: Major Wa, € (.roenigcer, Columbus, and Mr la 3 Lyons of Ardmore 
National Seeretars 1 Bh. Kleine, of Cincinnati, at the Ohio 1) 1] til lat ; ms 
i t Wi enjover ya until a ate wou KO 
Master Plumbers’ recent convention in Columbus, Ohio incin ; njoye ‘ l , 


Watkins carried away a blooming plant for his proficien 


n the dancing 
MANHATTAN PLUMBERS AND THE BULLDING 


Fifteen new member were signed during the ¢ ! 
CONGRESS : 
of the evening, bringing the membership up to » per 

The Manhattan Branch of the Greater New York Asso cent of those eligible to join 
ciation of Master Plumber was instructed in the ain The committee responsible for the successful affair con 
of the Buildin Conere it a dinner held by the asso ‘sisted of D. S. Sanderson, Wm. Stranaghan, M. Dilk Wh 
lation at the Buildir rad Employer Association Ward, M. Murphy, J. Hubner, Wm. Hugher, $8. Hiller and 
Tuesday evening, March 3 I. R. Warner White An engraved watch charm was pre 

Secretary Hoopergarner of the New York suildin ented to Mr. White, retiring president, for his efforts In 
Congress, explained briefly the objects and aims of th behalf of the association 
body, whicl formed for the betterment of the build The urprise feature of the evening was the donatior 
ing industry in general He was followed by Mr Ma 
honey, who v1 d the Manhattan master to get behind 


an apprenticeship movement fostered by the Congres 
Inder the plan, which is for at least one apprentice 
per shop receiving instruction two evenings per week 
the congress hope to provide a ufficient number of 


apprentices to carry on. the work of the present da 


journeymen and masters The Congress is working hand 
in hand with the National Trade Extension Bureau ot 
the Plumbing and Heating Industries, according to Mi 
Mahoney The speaker announced that the Queensboro 
Nu. 2 issociation had already ok'd their plan, and that 


State Zone Delegate John Rogers of Queens was inter 





ested in forming the dual control commission of mas — - ee 
ters and journeymen which -will have the selection of J. J. Bonga, of Walworth Mfg. Co.; L. J. Peterson, of Yelton- 
boys to be trained in charge Weaver Co. Springfield, UL, and Frank A. Huntley, manager 


nt of Walworth Mfg. Cols Chicagke 
in 


of the plumbing departs 


branch, at Olinois Master Plumbers’ recent convention 





Three of the oldest master plumbers in the country 


were guests of the association at the dinner They were Springfield, Ul 
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leer ef asee Ulett 
-M'Lain 


Water Heaters 


They are easy and profitable to 
sell because owners like the “‘fire 
brick ring’”’ which keeps the fire 
alive. 


- — Weil-M‘Lain Company 


LL. A. Fisher, Charles Herrier and UH. L. Crockett, all of Spring- 
field, Ohio, at the Ohio Master Plumbers’ recent convention in 





Manufacturing Division Jobbing Division 
Michigan City, Indiana Chicago, Illinois 
Columbus, Ohio 


party’ at which the following firms presented gifts: Ruud 
Mtz. Co., Niagara Sta-White Co., Woodward-Wanger Co 

Good Mfg. Co., Haynes Selling Co., Ajax Bra Co., Ever 
Hot IHleater Co., Bartlett & Co., Crane Co., Chas. Perkes 
Co., Keystone Supply & Mfg. Co., Fleck Bros. Co., Turner 
Supply Co., Bridgman Co., Walworth Mfg. Co., Acorn 
Stone Co., Haines, Jones & Cadbury Co., Raub Supply Co “GOLD NUGGET” 


Thos. Savill’s Sons, American Radiator Co., Pierce Butler P BRASS FERRULES 


& Pierce Mi Corporation, Abram Cox Stove Co., and The manufacture ofquality brass 
ferrules is a specialty wito ua. If 

B. Smith Co The lucky rec ipie nts of these gift were you want to give your trade high 
grade,accurately made and nicely 

R. Parker, Chas. McShane, F. L. Mendez, Roy Wat finished goods standardize on the 
Richmond Line. Our large ware 

M ; a re t rer . “O) house stocksand unescelled shit 

Anna MeCullough, Geo. Ritzinger H. S. Morrow oy eo red marae eee 

4. P. Weick, EK. F. Thompson, S. Harlem, Cha Luev. H usa mosteatisfactory proposition 


W. White, Cluff Peoples, Leon Thomas, H. S. White, Geo RICHMOND 


Foundry &Manufacturing Co. 
RICHMOND, VIRGINIA 








Stranaghan, W. W. Van Sciver, Laura Russell, Marjorie 
L. Stalb, T. W. Clevenger, John Sanderson, Ernest Hib 
bard, Mrs. Leon Thomas, Aaron Egoff, F. E. Reeves, J “A: DEPENDABLE : SOURCE :OF - 


lL. Murphy. Mrs. A. G. Dunlap and Mrs. F ». Mendez 


WHEN PHEILADELPHIANS HEARD COLONEL ARCHER ENNEDY 


On Monday evening, March 2, the Philadelphia Master ° ° 
Plumbers’ Association held a special meeting under the Valves and Fittings 
auspices of the Pennsylvania State Association Presi The big Kennedy line covers a total of 
dent John A. Quinn welcomed one and all and stressed over 4600 different types and sizes, in 


cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
stances where executives of large manufacturing com brass pipe fittings. 

panies in the plumbing and heating fields only rubbed | All of these types are described and listed 
in the Kennedy Catalog. 


’ 


the need of closer co-operation between master plumbers 


and the jobbing houses in the territory He cited in 


shoulders with the master plumbers when they were in 
Send for a copy 
some kind of trouble F 


President Quinn introduced Colonel W G Archer, of 1 The Kennedy Valve Mfg. Co. 


the National Trade Extension Bureau Colones “cher | Elmira, N. Y. 

ey we ee wonel Arcos Boston New York Chicago San Francisco 
gave everyone in the meeting a lot to think about when El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 








he talked on the “Ask ’Em to Buy" campaign He em 
phasized the fact that master plumber hould become 
master merchants in all that the name implies and really 
ask the public to buy instead of taking plumbing and 
heating as a matter of course 

President Quinn then appealed to non-members to join 
the association for the betterment and uplift of the craft 
asa whole. The membership committee forthwith seemed 
mighty busy passing out application blank 

John H. Baumann, Jr., chairman of the advertising 
committee of the Philadelphia association, gave a_ brief 
outline of the committee's activities, chief among them is 
a newspaper advertising campaign in the large dailies 
of Philadelphia Mr. Baumann ‘also reported on the 
success of the Philadelphia Master Plumbers’ Association 
tami exhibit at the Home Beautiful 


nee Harry L. Stillwell, chairman of the educational and 
sich ~— af General View of Machine Department in the Plant of the 


lenge membership committees, talked on the proper consid 


min eration by every master plumber of the subject of “Over Duro Pump & Mfg. Co. = Dayton, Ohio 
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How Many Homes 


in Your Town have 
worn-out Heaters? 


Replace them with 


THATCHER 
ROUND BOILERS 


HEN you tell owners of old-fashioned heaters that a Thatcher 

Round Boiler saves almost enough coal to pay for itself the first 
year or so, they will realize they've been wasting money on maintaining 
their old, inefficient heaters 


Show them exactly why a Thatcher Round Boiler cuts fuel bills. Show 
them the special “Staggered fire” travel, the extra heating surfaces, 
the coal saving triangular revolving grates, and the high ash pit 
Make “quick fire’ sales by pointing out that the Thatcher is easy to 
operate and control, and keeps the house cozy day and night in all 
weathers 


THE THATCHER COMPANY 
Formerly Thatcher Furnace Co. 
Since 1850 


39-41 St. Francis St. 
NEWARK, N. J. 


341 N. Clark St 
Chicago, Ill. 


133-135 W. 35th St 
New York City 


THATCHER 


BOILERS-FURNACES-RANGES 





ENGINEERING 





March 14, 1925 


dis- 
figuring 


had his committee 


Mr. Stillwell 
Engineering’s’” tables for 


Expense.”’ 
“Domestic 


head 
tribute 
overhead. 

H. Wobensmith, 
Company, pledged the 
with the master plumbers. 


vice-president of the Bridgman 
co-operation of jobbing 
R. E. Saul, general manager 


Geo. 
houses 


of Haines, Jones & Cadbury Co.’s branch houses, also 
addressed the gathering. 

After adjournment, an appetizing buffet supper was 
served. 

READING M. P. ASSOCIATION GIVES DINNER 

The Master Plumbers’ Association of Reading, Pa., 
recently acted as hosts to the Chamber of Commerce, 
Rotary Club, Lions’ Club, Kiwanis Club and journeyman 


plumbers at a dinner in the Rajah Temple in that city. 
Four hundred men sat down and, thanks to the Reading 
association, everyone enjoyed a fine dinner. 

Past State President Chris. Bachofer presided and in- 
Paul O. Keppleman, president of the Reading 
as toastmaster. Mr. Keppleman limited the 
early part of the program that time could be 
for the principal speaker of the evening. Wm. Smith, 
formerly a plumber now member of the Reading 
City Council, was the first speaker. Another member of 
the Oscar V. Wetherhold, also addressed the 
gathering. He the fact that his departments 
were ready and willing to co-operate with the 
Landes Tanger, superintendent of the 
crisp talk, advocated 


troduced 
association, 
so saved 


and 


council, 
stressed 
always 
master plumbers. 
Reading public in a 
operation in putting the campaign for vocational 
training which will include plumbing. C. F. Troutwine, 
state president, brought the greetings of the state asso- 


schools, co- 


over 


ciation. 

Colonel Wm. G. Archer was the speaker of the evening 
with his on “Sanitation and Civilization,’’ and 
received tumultuous applause. 

Among the out-of-town guests were State Director E. 
D. Swoyer, Stanley Swoyer, Daniel Swoyer, James Weiss, 
of the Keystone Supply & Mfg. Co., Allentown, Pa.; M. 
Taylor, of National Radiator Co., and Charles Fife, man- 
ager of the Bethlehem branch of the Keystone Supply & 
Mfg. Co.; President R. M. Kilmoyer, Vice-President G. H. 
Geberich, Secretary-Treasurer Wm. Evans, and Wm. M. 
Reinhard, all of the Lebanon association. The Pottstown 
association sent a delegation headed by Robt. Ecker and 


address 


Wm. Hinchman. 


The Reading association was thanked by all the busi- 
ness clubs represented for bringing Colonel Archer to 
Reading. 


BANQUET OF M. P. A. OF THE ORANGES 

Plumbers’ Association of the Oranges, 
banquet at the Women’s Club of Orange 
on Tuesday evening, February 24. The committee con- 
sisted of Geo. H. Brenner, chairman; Fred Hoffman, 
George Werner, R. Bocco, Joe Armstrong, Wm. Wheatly, 
A. Trapphagen, Al. Brady and Robt. Begglin. The music 
was furnished by members of the Redpath Orchestra, 
of Orange, N. J., who are known for their broadcasting 
from Station WOR at Newark, N. J. 

Among the speakers of the evening A. Berg, 
president of the Orange association; Joseph Durr, state 
president; John Corcoran, state vice-president, and Joseph 
Sprouls, state organizer. 

Among the distinguished guests present were the speak 


The Master 
N. J., held a 


were 


ers mentioned and A. Hoffman, secretary of the State 
association, and William Chesnut. 
The gathering also included Chas. Ruthfus, of W. V. 


Egbert & Co., Newark, N. J.; Chas. Johnson, of Wood- 
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ward-Wanger Co., Philadelphia; U. S. Brown, of Boyn- 
ton Furnace Co.; W. White, P. Gilmour and R. C. Cook, 
of Thatcher Co.; W. C. Day, Stove Repair 
Newark, N. J.; James Rogers, Matt Rogers and Frank 
Ebert, of Rogers-Ebert Co., Orange, N. J.; H. A. Boyle, 
of Lovekin Water Heater Co.; Herman Miller and A. D. 
McIntyre, of Montgomery Plumbing Supply Co., 
City, N. J., and K. M. and Fred 
American Radiator Cc. 

The following supply houses and manufacturers were 
Richardson & Boynton Co., Jas. Mas- 
kel, E. R. Eselgroth, North Geddes 
Supply Co., Dumphy Smith, 
Co. and R. J. Letcher & Son. 

Both the Thatcher Co. and W. V. 
Newark blew up a considerable quantity of 
The Thatcher Co. passed out pencils to the women and 
W. V. Egbert & Co. presented those present with memo- 
randum books. 









Cosgrove 







also represented: 





Supply Co., 
Plumbing Supply 


Jersey 


Reliable 






Egbert & Co., of 
balloons. 









CHANGES PLANNED IN PLUMBING CODE 








Establishment of an examining board in Birmingham, 
Ala., to pass on the qualifications of all master or em- 
ploying plumbers is provided in a new plumbing code. 
The examining board will consist of an architect, a real 
estate agent, a master plumber and a journeyman 
plumber, these four members to be appointed by the city 
commission and to serve without compensation. 
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John T. Cripps, of the Eagle-Picher Lead Co.; H. G. Franklin 





Carroll, Jr., all of Cincinnati, at the Ohio Master 


Plumbers’ recent convention in Columbus, Ohio 


and R. 





PLANS FOR THE PENNSYLVANIA MASTER 
PLUMBERS’ CONVENTION 


The directors of the Pennsylvania State Association of 
Master Plumbers have changed the for the 31st 
annual convention at Wilkes-Barre, Wednesday 
and Thursday, May 13 and 14, in order to give the ex- 
hibitors a day extra to set up fixtures. Heretofore it 
has been necessary for having show spaces to 
work far into Monday night in order to get ready for 
Tuesday morning. With the new dates two full days 
and nights give ample time to arrange the exhibits. 
The Wilkes-Barre association has made arrangements for 
the convention sessions and the display in Irem Temple. 
The cabaret room, 72 ft. by 92 ft., will be divided into 
about sixty show spaces of good size. Entertainment 
and music will be a drawing feature daily in the dis- 
play room before and after the business sessions. 

It is the intention of the Wilkes-Barre association to 
feature at this display in addition to plumbing and heat- 
ing fixtures, building and insulation, oil 
burning devices, systems for burning small and cheap 
anthracite coal, and other devices of a kindred nature. 


dates 
Pa., to 


those 








construction 


A real surprise is in store for all who attend this 
convention, as Wilkes-Barre is a city of real beauty, 
located on the Susquehanna River, and the shopping 
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STRENGTH 


You'll find by experience that Hammond 
Radiator Valves are even stronger than may 
seem necessary. This fact is due to their 
design which distributes the weight where it 
is needed most. The stem and packing nuts 

on Hammond Steam Valves are made 
of rolled brase — another 


any reason 
why they never fail to stand 
' pa UNL 

rs PTTTTT itt | 


up in service. 
@ 


Tell your jobber you want 
the valve with the Circle 
H trade mark 


HAMMOND 
BRASS WORKS 


HAMMOND, IND. 
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Wonderfully Simple and J 
Efficient! 


—the New Model 77 
8 Day, 7 Jewel Clock 
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All the simplicity of the 1-Day Thermostat with the 
advantages of the 8-Day. Greatly improved—and 
lower priced. Write us today. 


INNEAPOLIS 


Heart REGULATOR Co. 


Established 1885 


2801 Fourth Ave., So. 
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Minneapolis, Minn. 
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A PERFECT JOB 


IS THE RESULT WHEN USING 


The “American” Ground Joint 
Waste Connections with 


Way -——-LEAD RING 


Everyone is interested in this 
new fitting. 


7 
w. 












All Jobbers Should Stock Them 


No, 752 


AMERICAN SANITARY MFG. CO. 


ABINGDON, ILLINOIS. 


.-V. B. 


Closet Tank fittings are not the 
cheapest and are used by Manufac- 
turers who want the best. 


LOOK IN THE TANK 


Balicocks, Flush Valves, Hinges, Flush 
Levers, Etc. 


Morency-Van Buren Mfg. Co. 


Sturgis - - Michigan 
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WATROUS 


Patent Plumbing Specialties 


Duo-Jet Closets and Flush 
Valves; Urinals, Self-closing 
Cocks; Liquid Soap Fixtures; 


Drinking Fountains, etc. 
Send for our Catalog 


IMPERIAL BRASS MANUFACTURING CO. 
510 S, Racine Ave. CHICAGO, ILL. 











Armstrong Bros. 


PIPE CUTTERS 


and Cutter Wheels 


Write for free 
catalog 






All Kinds- 
All Sizes 




















Equipped with Armstrong 
Bros. Improved Knife Blade 
Cutter Wheels made from 
ALLOY TOOL STEEL 


ARMSTRONG BROS. 
323 N. Francisco Ave. - 





TOOL CO. 
Chicago, U. S. A. 

















“Serene” 
Syphon Jet 

“SERENE” Syphon Jet 
is presented as the attain- 
ment of perfection in the 
construction of closets of 
the better class. 

Quiet, powerful, 
stealthy syphonic action 
characterizes the 
“SERENE” Jet 

Ask your jobber for it. 
Made of “CASTEX” Whitest 

Vitreous China 


CHICACO POTTE RY CO. 


1924-40 CLYBOURN. AVE. CHICACO. ILL. 


















The Thermos Bottle Principle 
Applied to Heating Systems 


One of three simple fittings that en- 
able us to apply the Thermos Bottle 
Principle to heating systems, keeping 
the radiators hot long after the fire in 
the boiler is banked. Not only is the 
O-E“3in1” System efficient,economi- 
caland flexible tomeet conditions,but 
the expense of installation is nominal 
as compared with results. 
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O-E SPECIALTY MFG. CO. 
10 Keefe Avenue 


Milwaukee, Wisc., U.S.A * “ 
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center for 306.000 people A wealth of scenic beauty 

irrounds it within a radius of fifty miles Four til 

ids enter the city Lehigh Valley, Central Railroad of 
New Jersey, Pennsylvania Railroad, and Delaware, Lacka 
wanna & Western Railroad Splendid concrete gh 
ways for motor travel are available on the Lackawanna 
Trail from the North and East, and on the Sullivan Trail 


up the Susquehanna River from the South and West 
Irem Temple will be one of the best display rooms 
ever used by a state convention, and the business ses 
sions will be held in a room separated by two pairs of 
double swinging doors, so that none of the sounds and 
noises from the display room will be heard. 
Richard Turner, secretary of the Wilkes-Barre asso- 
ciation, is in charge of the general arrangements 
GETTING READY FOR FLORIDA CONVENTION 
Jacksonville, Fla., is busy preparing for the conven 
tion of the Florida State Master Plumbers’ Association 
to be held May 4 and 5 Chas. M. Chapman, who is 
helping in the preparations, predicts that it will be a 
miniature national convention. The Chamber of Com- 


the sessions, while one entire 


merce building will house 
floor of the large building in the city will be given over 
to exhibits. A record crowd is confidently expected, 
inasmuch as the roads are in good shape through the 
surrounding country. 
THE EXPOSITION AT THE NEW JERSEY 
CONVENTION 

At the twenty-fourth annual convention of the Master 
Plumbers’ Association of New Jersey on May 12, 13 and 
14, at Jersey City, N. J., there will be an exhibition in 
the Grotto Auditorium comprising 51 show places 8x10 


ft. and ranging in cost from $125 to $200. Those de- 

siring space should without delay get in touch with 

Benjamin E. Farrier, chairman of the convention com- 
mittee, 44 Montgomery street, Jersey City, N. J. 

TO HOLD TTS FIRST ANNUAL BANQUET 

The Master Plumbers’ Association of Norfolk, Va., Inc., 

is planning its first annual banquet some time in the 

early part of next month. There will be good speakers 

| a fine dinner, excellent music, and everything to make 


everybody happy Of course, the wives are invited 


BROOKLYN ASSOCTATION RE-ELECTS OFFICERS 


All of last year's officers were re-elected at the an- 
nual meeting of officers of the Brooklyn Branch of the 
Greater New York Association of Master Plumbers, held 


on Thursday evening, February 26, at the meeting rooms 
of the association at 8 Nevins street, Brooklyn, N. Y 
The meeting, which was well attended, was presided 
over by Matthew J. Kennedy, chairman of the board 
of directors and former state president, as installing offi- 
cer The following is a list of the officers re-elected 
Charles H. Mentzinger, president; Thomas W. Edgerton, 
vice-president; John J. Dixon, treasurer; Charles W 
Smith, Jr., secretary; William Marseglia, financial secre- 
tary; Harry Kressh, sergeant-at-arms, and Patrick F 


Halloran, marshal 


UTICA MASTER PLUMBERS ELECT OFFICERS 


Officers elected for the Association of Master Plumb- 
ers of Utica, N. Y., at a recent meeting are President 
\. M. Obernesser; vice-president, A. S. Failing; secre 
tary, W. E. Stradling, who was re-elected; treasure! 
R. W. Guekemus, also re-elected; marshal, P. W. Schnel- 
der, and trustee for three years, L. J. Scharff. 
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Stop Wasting 


Your Time 


There's only one Time is money to you——and every minute 

pe om you waste in setting up that old-fashioned 

vise means a definite loss to you. Stop it! 

Get a CROWN POST VISE and turn those 

. wasted minutes into profits. It hooks up 

Crown Post Vise to any post anywhere in half a minute. 

Wrap the chain around a post, drive And holds with a giant grip under the 

down the wedge and the CROWN heaviest strains. 

Com- POST VISE is ready for work. No lag 
eine screws or bolts — nothing to fasten but 


bie) the chain and wedge. And that takes Order One 
the but 30 seconds. I oday! 


Use CROWN DIES in your Stocks 


sia Crown Die & Tool Company 


and 7 
; 2634 North Keeler Ave. CHICAGO, ILL. CROWN No. 4. Box Stock 


yn in 
8x10 
» de 
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Install for your customers the 
modern common-sense system — 


The Broomell System 
of Vapor Heating 


It will give immense satisfaction both to you and to th 


Badger Eupension oN 


sided ‘ my Joints meet the 
F many changes in 


ECE ROROECH 


yoard temperature, which 


r offi e4 cause material 
“% changes in length 
cted of steam, air, water, 
q ’ and other pipe lines 
and prevent. the 
pipe joints from 
working loose and 
leaking, end the fit- 
tings from becom- 
ing fractured, due 
to expansion and 
contractions. 


E. B. BADGER 
& SONS CO. 
75 Pitt St. 
BOSTON, MASS. 


COOH 


.0:8.0.0.8.8.6.0:0.5:58:elececeterecelScet) 


‘rton 


owners, 


To you it will mean a clean, straight job that will come 
squarely up to the heating specifications and require- 
ments; no alterations or changes to make; profits you can 
count on; customer more than pleased. And we guarantee 
the perfect working of our heating system, when installed 
according to our plans and specifications. 


Vapor Heating Company 
201 North George Street York, Pa. 
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Mention Domestic ENGINEERING when writing advertisers. 
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The Water Problem 


of the Home is easily 


Solved with a MONARCH 


There is either an Electric Pumping Outfit or a Naolite 
Water Softener of ample capacity in the MONARCH line. 


Monarch Water Systems 


Include both electric and power driven, shallow and deep 
well Pumping Outfits for City, Suburban and Farm Homes. 





Monarch 





Special Features 
1. Repulsion - In- 
duction motors. 

2. Two-pole switch 
with safety cir- 
cuit breaker. 

3. Sleeve guarded 
piston rod. 

4. Spool type piston 
with leather ex- 
panders. 

5. Improved style 
stuffing box. 

6. Adjustable Air 
Valve. 


Made in many 
sizes. 

A complete Wa- 
ter System as low as 
$107.00. 


Monarch Naolite Water Softener 


for City Homes with hard water supply or wherever soft 
water is required. Softens hard water instantly without 
the use of chemicals and produces clean, clear water. 


Monarch 
Special Features 


1. “Armco” Iron rust-resist- 


ing Tank. 

2. Union bonnet type renew- 
able disc valves. 

3. Pressure regulator. 

4. External Salt Pot. 

5. Simple and accessible 
valve arrangement. 

6. Copper ring gaskets. 


Made in five sizes. 
A complete Water Soft- 
ener as low as $150.00. 


Send for Catalog 
and Prices 














Ohe MONARCH 


ENGINEERING CO, 
DAYTON,OHIO,U.S.A 
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JACKSONVILLE ASSOCIATION ENJOYS SOCIAL 
GATHERING 
F | 


Night 


The Master Plumbers’ Association of Jacksonville, 
at the board the 
Washington’s birthday celebrate the 


festive 
following to 
sion and form a tentative Women’s Auxiliary. 

Chapman Milton Bacon 
was the speaker. Mr. Bacon spoke for unity in the inte: 


and wives gathered on 


Oct 
toastmaster while 


Chas. was 


est of plumbers, and was given a rising vote of thank 
for his inspirational address 

Those present were: Chas. M. Chapman, A. L. Gil 
mour, Milton Bacon, tobt. Engstrom, Mr. and Mr 
Jos. Needham and daughter, Mr. and Mrs. George Keefs 
Mr. and Mrs. Chas Koegel, Mr. and Mrs. Dave G. Green, 
Mr. and Mrs. Douglass Firth, Mr. and Mrs. W. G. Duguid 
Mr. and Mrs. T. H. Thompson and daughter, Mr. and 
Mrs. Ray Foxworth, Mr. and Mrs. J. C. Bearden, L. M 
Henley, CC. E. Speir, F. Beckwith, Geo. H. Woehlck: 
and E. A. Walker 


CALIFORNIA SANITATION DEVELOPMENT 
MEETING 

Prize winners of the musical contests held each 

the Achievement Club of San 

the entertainers at the February 25 meeting of the Cali 

fornia Sanitation Development League 


LEAGUE 


month 
by Boys’ Francisco were 
2 
Instrumental and 
vocal numbers were presented by the young musicians. 
W. P. of the 
he introduced gave an 
talk the Act.”’ 
legislation has been the cause of much discussion by resi 
of talk 
those in attendance. 
Ahlbach, 


five-minute 


Goss was appointed chairman 
A. B. 


“Community 


day, and 


Kinnelli, who instructive 


on Property This piece of 


dents California, and his was well received by 


Joseph member of the Speakers’ Committee, 
talk the principles and of 
This talk will be given before the San Fran- 


cisco Optimist Club later, and before several other service 


gave a on aims 


the league. 
and business clubs and organizations. 

attendance in months was announced, and 
W. Stubo, N. G. Weinholz, R. 


The largest 


five new members, Rodoni, 


P. Tobacco, J. McAuliffe and R. Bittman, were introduced. 
* PALO ALTO ASSOCIATION ACTIVE 

H. P. Hansen, Palo Alto, Calif., was host to the Palo 

Alto Master Plumbers’ Association at its February 20 

meeting. The meeting was well attended, only two 

members being absent The recent membership drive 

obtained excellent results The organization is now 100 


The Com 


proposed 


per cent and reaching out for more territory. 
the 
in the local sanitary ordinance and its plans for present 


mittee on Sanitation reported on changes 


ing this to the city council. The state association was asked 
A 


recom 


to furnish a speaker to assist at the council meeting. 


committee was appointed to prepare plans and 


mendations for the establishment of the ‘‘time and place” 
in bidding. The 
meeting 


Program Committee reported, 
month as educational. This 
The general pub 
lic is to be invited to these meetings and a speaker will 


practice 


setting aside one a 


meeting is to be held at a restaurant. 


be procured who will have a message of interest to 
everyone. These meetings will be in charge of the ‘Bet 
ter Public Relations’’ Committee. Regular meetings 0! 
the association will be held every Monday evening. It 
was decided to invite the master plumbers of Redwood 
City. Menlo Park, Sunnyvale and Mountain View to 
join the Palo Alto association. President Lauer «and 
H. P. Hansen were delegated to act as association repre 


sentatives on the Santa Clara County Sanitation Ordinance 
Committee. 
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JOHNSTOWN ASSOCIATION ADDRESSED BY 
Kk. L. BOWMAN 


E. L. Bowman, educational director of the N. T. E. B., 
and William Walker Orr, manager of the eastern division 
of the National Credit Men’s Association, New York City, 
were the chief speakers at a banquet and meeting of the 
Master Plumbers’ Association and the Credit Men’s As- 
sociation of Johnstown, Pa., which was held the Fort 
Stanwix Hotel in that city on March 

J. H. Waters, president of the National Radiator Com- 
pany, served in the capacity of toastmaster. Mr. Waters 
told how he started in the trade as an apprentice plumber 


at 


{) years ago. 
Mr. Orr then told the relation the 
plumbers and the Credit Men’s Mr. 


man, who was the principal speaker, addressed the meet- 


master 
Bow- 


of between 


Association. 


ing on the subject of sanitation. 
C. F. Troutwine, president, c. 
Bachofer, chairman of the membership committee of the 


state and Christian 
Pennsylvania association, were guests. 
SCRANTON, PA., PLUMBERS IN VIGOROUS PROTEST 
The master plumbers of Scranton, Pa., are up in arms 
over the recent campaign instituted the building bu- 
reau in an effort to enforce payment of the of $25 
per year on the plumbers for the privilege of doing busi- 
The plumbers declare this is exorbitant com- 


by 


fee 


as 
pared with what other cities of like size charge. Recently, 
over half a hundred warrants were obtained for the ar- 


ness. 


rest of master plumbers who have refused to take out 

Only of the warrants formally 
however, only one was the de- 
fined for the building 


few were 
and 


and 


licenses a 


served, in instance 
arraigned violating 


and plumbing code. 


fendant 





Every Essential for Highest 
Efficiency is embedied in 


Water 
Heaters 


The advantages of steel heat- 
ers over cast iron are too well 
known to require emphasis. 


WILKS Heaters are con- 
structed of best quality steel, 
strongly riveted and calked. 
Will not crack or leak. Water 
circulates in vertical direction 
—the natural way for heat to 
move water. 


Made ia a wide range of sizes — 
surface burners te 

You'll 

Write for catalog covering the 
WILKS line of Water Heaters, 
Gar bage Burnere, Garage Heat - 


ere, and Steel Tanks fer 
Boery Purpose 


S. WILKS MFG. CO. 


3517 Shields Avenue, Chicago, Ill. 


EDWIN W. SEDGWICK HARRY M. SEDGWICK 
President See. and Treas. 
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Wm. Haas, Dayton; J. J, Dolan and W. Fischer, both of Co- 
lumbus; Edward Frank, Cincinnati; retiring state president, 
and W. A. Schneider, president of Columbus association, at 
the Ohio Master Plumbers’ recent Columbus 


convention in 


D. L. FURNISHED INTERESTING PROGRAM 


of 


Cc. S. 


Sanitation Development 
League furnished the San Francisco 
Optimists’ Club on Ahlbach, Ahl 
bach & Mayer, gave a talk on the ‘“‘Aims and Purposes 
of the T. J. Leary, of the Mueller C spoke 
on “Standards in Brass Goods,’”’ and L. J. Waldear, of the 
Pacific Sanitary Mfg. C spoke on ‘Vitreous China and 
Enameled Ware.’’ This meeting was the first 
which members the attend 
the organization before the public. 
arranged by 


the California 
the 
March 


Members 
for 
Joseph 


program 
9 


of 


League”; 0., 
Ocs 
of a series 
to bring 
ot 


members 


of League are to 


A display plumb 
league 
the 
invited 
to 


ing fixtures was several 
Such a good 
the display that 
fornia Sanitation 


other program to deal with heating appliances 


speakers and 
the Cali 


arrange an 


made by 
Club 


League 


impression was 


the Optimist has 


Development 


A swimming pool, to cost $13,200, will be constructed 


in Briggs Park, Grand Rapids, Mich 


| 








The Built -Well 
ARISTOCRAT 


"AMERICAN 


AISNUT 


There is only one quality of seat 
made 1n our factory and that ts 
the Trade Marked Built-Well, 
with the double doweled V-Lock 





Built-Well 


V-Lock Joint joint. 


We have only one policy, One 


quality and one price. 


Ask your jobber. 


Built Well My. (o. 


1458 W. KINZIE ST. 
CHICAGO 


Write for catalogue showing our full line of seats 


Patented 
Sectional view of 
joint turned up 
side down to 
show how dowels 
are inserted from 
bottom Mois- 
ture only makes 
them tighter. 
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Women’s cA uxiliaries 


One Candle on the Cake 

of the Oranges Association, 
birthday March 2. It has a 
fast, Mrs. L. Clark 


The 
N...2. 
membership of 45 and 
is president. 


Women’s 
celebrated 


Auxiliary 


its first 


is growing 





Group of ladies at the Ohio Master Plumbers’ recent conven- 
tion In Columbus, Ohio 


Pittsburgh Ladies’ Auxiliary Elects Officers 















On Wednesday, March 5, at the Congress of Women’s 
Clubs, the Ladies’ Auxiliary of the Pittsburgh Master 
Plumbers’ Association elected the following officers to 
serve during the vear 1925 President, Mrs. E. F. Cass; 
vice-president, Mrs. J. C. Leubin; secretary-treasurer, Mrs. 
W. A. Fritsch: corresponding secretary, Mrs. J. H. Keane, 
and sergeant-at-arms, Mrs. V. FE. Warren The new di- 
rectors are Mrs. George F. Schade and Mrs. M. Snively 
The Anxiliary will hold a luncheon and theatre party 
at the Fort Pitt Hotel and Davis Theatre, respectively, 
on St. Patrick’s Day, March 17 
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AM ello 
O . 5 
3 5+’ Gentl 1 8 
= entiemen. 
Use me when your wash trays, tubs, and lavatories 
call for plumbing chain. ‘Brighten the Corner where 
Oo you are’—that’s me all over, solid nickel silver. And 
O I’m just as clean as a hound dog’s tooth. Yours for $ 
O improvement in plumbing chain-—Bill Bead. Ask 
rs your jobber about me, do.”’ 
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MASTER PLUMBERS THE HOSTS 


The Master Plumbers’ Association of Contra Costa 
County “set the table’’ for the monthly social meeting 
of the Contra Costa Builders’ Exchange, held on Febru 
ary 20 at Richmond, Calif. And they “set” it right. 


DAVENPORT ASSOCIATION ALTRUISTIC 


At a meeting of the Davenport Association of 
Sanitary Engineers, Davenport, Iowa, the members pledged 
themselves to their and the 


at cost in the plumbing work on the new Friendly House, 


recent 


give services free materials 


the local community center. Several members delivered 
talks in which they expressed themselves as wishing to 
show their philanthropic spirit Those pledging aid to 
the building committee were H. C. Claussen, John 
Corry & Son, Lorenz H. Diederichsen, L. V. Drescher, 
Ed. J. Eckhardt, Ideal Heating & Construction Co., Adolph 
Kahles, Phil Keller, H. J. Lorenz, Roy P. Kerker, North- 
west Davenport Plumbing & Heating Co., Reed Plumb 
ing Co., W. W. Schlichting, H. R. Wiese, Wernentin 
Brothers, West End Plumbing & Heating Co., Chas. A. 


Witto and A. Clayton. 


ASKS COUNCIL TO EXTEND PLUMBING 
INSPECTION SCOPE 


E. Ray Enders, master plumber of Williamsport, Pa., 
recently appeared before the city council as representa- 
tive of the local Master Plumbers’ Association. Mr. En- 


ders voiced the appeal of his organization for legislatiqn 
requiring all plumbing and house drainage to be inspected 
the city plumbing inspector. All laterals 
be inspected by the city, and a permit taken out. 


by at present 


must 

















The association desires to bring this work under the 
direction of the city plumbing inspector. 
Mi " AND— Trade Mark 


IRON BODY GATE VALVES 


Screwed 
Flanged 
and 
Hub 





Ends and 
0.S.&Y. 
Since Patterns 
2° to 12° 
Inclusive 








ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
GENERAL OFFICES 1801 DIVERSEY PARKWAY 
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OREGON PLUMBERS WIN LEGISLATIVE VICTORY 


Oregon master plumbers are elated over the passing 
of their legislation, but it was not achieved without ef 
fort and sacrifice of personal time, although all the boys 
count the cause worthy 

The Oregon master plumbers also count as a victory 
the fact that the old state code was repealed. This had 
become undesirable in many ways, and, through Mr 
Rushlight and his supporters, this was cleared from the 
books, the new code remaining now as the only legal 
regulation affecting the state at large. City codes can 
be drafted to suit local conditions so long as they con 
form in policy to the state law. 

The plumbing bill was signed by the governor Feb- 
ruary 27 in Salem, and the boosters lost no time in re 
laying the news to Portland that all might fittingly cele- 
brate the occasion. 


ASK CITY ORDINANCE REGULATING PLUMBING 

Harley Pope and Carl Freytag, master plumbers of 
Adrian, Mich., recently appeared before the city com- 
mission and asked that an ordinance be enacted in the 
city for the inspection of all plumbing work It was 
explained to the commission that, under present condi- 
tions, installations are often made in an _ unsanitary 
manner because the property owners want the work done 
as cheaply as possible. The mayor assured them that 
the matter would be given careful attention 


MILL OPERATORS OPPOSE OREGON PLUMBING BILL 


Opposition to the plumbing measure now before the 
state house of representatives of Oregon was voiced re- 
cently by E. L. Thompson, vice-president of the Portland 
Woolen Mills, and A. G. Labbe, president of the Wil- 
lamette Iron & Steel Works. ‘‘Unless there is some pro- 
vision in the measure to allow pipe fitting and plumbing 
in sawmills and industrial plants without this proposed 
license, the bill will be a tremendous handicap in Oregon 
industry,’’ said Mr. Thompson. ‘Mill operators feel com- 
petent to select their pipe-fitters and consider that state 
license for such men to work is altogether unnecessary.” 





Wade Smith, of Duriron Co., Dayton, Ohio; Frank 0. Neu- 
backer, of Bay Ridge Specialty Co., Trenton, N. J., and Thomas 
Buckwell, of the EverHot Heater Co., Detroit, Mich., at Ili- 
nois Master Plumbers’ recent convention in Springfield, Ill. 


ANOTHER T. E. B. AID 


In connection with the ‘Ask ’Em to Buy” campaign 
being promoted by the National Trade Extension Bu- 
reau, the Bureau has now available a talk or paper on 
the subject which can be delivered or read by sales 
managers, salesmen, or anyone selected, before meetings 
or gatherings of master plumbers or heating contractors. 
Other talks or papers on the subject will follow in the 





GREASE AND GRIEF 


Grease to oli stub tp Sp peeger glans, but 
when it gets mixed with water and into 
the drain pipes and sewers, there's no end 
of trouble. 

An Estabrook Grease Trap 


will do away with all the 
—T 


of brick i depends 
Send for catalog 


R. ESTABROOK’S SONS 
ist and C Streets 
SOUTH BOSTON, MASS. 





pe MABLES you to install radi- 
ators and obtain final estimate 
before floors are finished. 


Write for ALL the advantages 


HEALY- RUFF CO. 


70 anente Ave. 
ST. PAUL $3 MINN. 


Style R 








Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 

Water Closets for every type or class of 
service. 


Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 














Easier to Adjust 


The Eagle Roof Flange is made 
of pure drawn lead. No blow 
holes are possible because of the 
material and met 10ds used in its 
making. It isthe heaviest roof 
flange offered c: :he market, eas- 
ily adjusted to all pitches of roof, 
and passes all city ordinances 
A card will bring you the Eagle 
Lead and Mixed Metal Catalog 
The EAGLE-PICHER 
LEAD COMPANY 
Cincinnati + Chicago + Joplin 


Eleven Plants 
branches in all principal cities 


EAGLE ROOF FLANGE | 
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near future These papers point out how the maser 

plumbers or heating contractor can ‘‘Ask ‘Em to Bu 
Copies can be secured by writing the National Trade 

Extension Bureau, Mercantile Bank building, Evansville, 


Ind 


oO. ¢. P. & H. D. ELECT OFFICERS 


At the recent annual meeting of the Oakland County 
Plumbing & Heating Dealers, with headquarters at Pon 
tiac, Mich., the following were elected to office for 1925 
President, Chas. Markham; secretary, G. P. Seeley; treas 
urer, E. J. Duffey, and auditors, W. Fleming and W 
Haken The association also elected as delegates to the 
state convention: W. Haken, C. Markham and E. J 
Duffey The new executive committee consists of W 
Chatterson, F. P. Lynch and W. Haken. 


NEW CODE FOR HOOSTER CITY 


Fort Wayne, Ind., is enjoying the benefits of a new 
plumbing code. Among the features of this code, which 
was drafted by master plumbers and others interested, 
is a requirement that all plumbing contractors post a 
bond of $1,000 with the city. The code also specifies 
that a plumbing inspector shall be appointed and that 





Seat No. 1, Hinge No. 70. Standard pattern ring seat with : : ‘ . : 
Knott made heavy welaiee cast brass nickel-plated bar hinge: he shall inspect all jobs twice—once while the work is 
1'4-in. seat, \4-in. bar hinge with 1'%-in. offset Pearl white : te 8 

finish, seat celluloid wthwnen.. | Also furnished in natural oak, in progress and the second time when it is completed 
golden oak or birch mahogany Satin finish, rubb finish or 
rubbed and polished 

SOUTHERN CITY GETS PLUMBING CODE 


A city plumbing code has been provided St. Petersburg, 

E N 66 99 Fla. This ordinance was passed in that city on its first 
very K OTT ATLAS reading at a special meeting of the council recently. In 
general, the ordinance attempts to designate types of 


Seat a Perfect Seat material and workmanship which will insure safe and 


sanitary plumbing. 





Cs You can standardize on Knott PLUMBING BILL BEFORE IOWA LEGISLATURE 
Atlas Toilet Seats for three A new plumbing bill, designed to establish a state- 
very good reasons. wide plumbing code in Iowa, was recently put before the 

state legislature at Des Moines. The proposal provides 

In the first place, the selection of for plumbing inspection in all towns and cities regard- 

‘ A less of size. At the present time, inspection is made only 
materials used and the many in- in cities of 6,000 or more. The legislation is sponsored 
spections covering all stages of man- by the state board of health as a measure to improve 


: : > gener: é é > ¢ ities y raisi the 
ufacture insure a uniformly perfect the general he uth of the communttion by raising th 
° standards of sanitation. The bill also would create the 


product. office of state plumbing inspector. The creation of a 
state board of examiners is another purpose of the bill. 


Secondly the line is complete —you 
can select any style in any finish 
and have just the right seat for any 


A GREAT CANADIAN PROJECT 


By an overwhelming vote the property owners of Van- 
couver, British Columbia, Canada, have authorized the 


class of work. city council to spend $1,250,000 on an extension of the 

civic water system which includes the construction of 
Lastly you and your customers are fifteen miles of 36-inch pipe from the source of the 
fully protected by the Knott guaran- city’s supply, Seymour creek in the mountains, to the 


civic reservoir within the city limits. 
tee. 


GERMAN 8S. H. & V. E. MEETS IN BERLIN 
Sold only through the jobber 
Of interest to the American Society of Heating & Ven- 


tilating Engineers was the recent eleventh meeting in 
Berlin, Germany, of the German Society of Heating and 
Ventilating Engineers. Nearly 1,500 members registered. 


KNOTT MFG. CO President Hartmann of Gottingen opened the meeting 
* There were five sessions in which were presented many 
TELL erry INDIANA reports on timely topics. 
’ 


The civic authorities of Brigham City, Utah, are plan- 


Circular illustrating all models 
sent on request 





ning a municipal swimming pool, 
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Factory Distribu- 
tors: The Koil - Les 
Heater has so many 
features which with 
its reasonable price 
makes it easy to sell 
Our proposition is 
liberal and well 
worth investigating. 








DOMESTI 


The Automatic Gas 
Storage Water Heater 
with the Wonderful 


SUPER COMBUSTION 
BURNER 


Uniess the automatic gas 
water heater you sell produces 
hot water economically your 
customer will never be entirely 
satisfied, and unless he is en 
tirely satisfied you can hardly 
expect him to be a booster for 
you. 


This is one of the reasons for 
your selling the KOIL-LES. It 
does use gas economically be- 
cause of the super combustion 
burner. By its design, the flame 
never comes in contact with a 
cold surface and the gas is 
actually burned twice. No 
screens of any kind are used or 
required on this scientific burner 

which insures freedom from 
complications. 


We'll be glad to tell you all about 
the super combustion burner and 
the KOIL-LES Heater if you'll 


drop us a line 


The Koil-Les Heater Co. 


GENEVA, ILL. 


Balanced 
Parts 


Perfectly balanced parts, as is 


evidenced 


the strong, sturdy 


shoulder found on the ball end. 


Tighton is a high grade Brass 
Seated Malleable Iron Union at a 


moderate price. Ask your Jobber. 


Standard Union Zo. 


Winthrop Building, Boston, Mass. 
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This &9 That, Here &9 There 


John Bronzonie, plumbing inspector of Tampa, Fla 
is a member of the building code committee which will 
draft a new building ordinance for Tampa. 

Kighty miles of plumbing has been installed in thi 
Mayflower apartment building in Washington, D. C., a 
cording to the Washington ‘‘Herald.” C. H. Darmstadt 
& Company, of New York City, installed 700 bathtubs 
and 800 lavatories in this building. 150 outlets for 
vacuum cleaners were also installed. The installation 
was done under the direction of Ed Horn, superintendent 
for the Darmstadt company. 

George Werner, master plumber of Orange, N. J., will 
spend a short vacation on Long Island, N. Y., early in 
March. He will be accompanied by his family. 

Robert Heady, a well known plumber in Revere, Mass., 
is winning the plaudits of his friends and the community 
for a thrilling rescue of a boy and girl from drowning 
at Mayo’s pond, North Revere. The rescued children 
are Joseph Mulrey, aged 4, and Alice Frazier, aged 14. 
The Mulrey boy, while sliding on the ice on the pond, 
broke through into deep water. The Frazier girl went 
to his aid and also broke through but managed to seize 
the boy. Both were nearly exhausted when Heady ar- 
rived and crawling out on the ice, pulled them to safety. 

David Taggart, of Wakefield, Mass., has been appointed 
acting plumbing inspector of Stoneham, succeeding the 
late Andrew J. Burnett, of Melrose. The regular inspec- 
tor will be elected at the annual town meeting. Mr. 
Taggart is also acting plumbing inspector for Melrose, 
which was also served by the late Mr. Burnett, until a 
permanent inspector is named by that city. Mr. Tag- 
gart is the regular inspector in Wakefield, a town of 
13,000 population, and his added duties give him commu- 
nities of 27,000 population to serve. 

The city of Lowell, Mass., is to issue bonds to the 
extent of $75,000 for additions to its water supply 
system. 

The Rhodes Brothers Plumbing Company has bought 
a two-story building at Madison avenue and Neeley street, 
Memphis, Tenn., and is remodeling it. The owners will 
occupy the first floor and basement, and the second floor 
will be a five-room apartment. 

A million-and-a-half dollar playhouse is soon to be 
erected in San Antonio, Tex., by the San Antonio Amuse- 
ment Company. The new theatre will cover a site 90 
by 250 and will seat 3,000 people. Boller Brothers, of 
Kansas City, Mo., are drawing the plans and construc 
tion is expected to be under way within the next sixty 
days. 

The contract has been let for the Gailor Memorial 
Cathedral on Poplar avenue, named for Bishop Thos. F. 
Gailor. It is a $250,000 enterprise. Hanker and Cairns 
are the architects. 

The three leading hotels at Corpus Christi, Tex., are 
planning improvements which will amount to several 
hundred thousand dollars. The Nueces will add 75 
rooms; the State will build a new annex, and the ac- 
comodations at the Giles will be practically doubled. 
Work will go forward immediately. 

The Dixie Heating and Ventilating Company, of Hous 
ton, Tex., has been awarded the contract for the ven- 
tilating of the new Baker hotel in Dallas. The same 
concern also has received the contract for the same work 
on the John R. Adams building in Port Arthur, Tex. 


D. C. Hopper, master plumber at Youngstown, Ohio, 
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has heen awarded the plumbing and heating contract for | 
the Boule- | 


the model home which is being erected in 
vard Park addition by the Youngstown Builders’ Ex- 
change. Upon its completion, this home will be thrown 
open to the public for inspection. 


A residential hotel costing $250,000 
structed at once in Portland, Oregon, at 
rhirteenth and Alder streets 
of which Thomas W. Baker is president, is the 
There will be ninety-seven forty-three of them 
with connecting baths. It is the 
building by July in time to take care of the tourist trade. 


will be 
the 


con 
corner of 


rooms, 
expected to complete 


Howerton & Chandler Co., of Greensboro, N. C., has 
just completed the plumbing and heating in the Trinity 
school, Randolph County, N. C. 


to $10,000. 


Ps Me 
heating 


The contract amounted 
the 
buildings 
the 


Ont., has secured 


and 


Hamilton, 


residences 


Moore, of 
contract on six 
He also has the plumbing contract on 
Hamilton, 

Yates, Neale & Co., Brandon, Manitoba, the 
plumbing contract on the M. Shear building in that city. 

H. E. Crook Co., Inc., of Baltimore, Md., the 
plumbing and heating contracts on Mt. St. Agnes College, 
the heating of the new club the Knights of 
Columbus, and on the new house for the 
War and Navy building in Washington, D. C. 


office 
in that city. 
Lee residence in 


has 


has 


house for 


power State, 


Mrs. John J. Vogelpohl and daughter, of Cincinnati, at Ohio 
Master Plumbers’ recent convention in Columbus, Ohio 


The F. T. Evans Co., of Pa., has se- 
cured the plumbing and vapor heating contracts on the 
new addition to the Capson Glass Co., of Connellsville, 
Pa. The two contracts will $4,200. This 
pany also has the $6,100 plumbing contract in Trotter 
school, Dunbar Township, anl the plumbing and hot wa- 
ter heating contracts on the W. J. Reed residence at 
Vanderbilt, Pa. 


Connellsville, 


total com- 


Dermott of Dunham, N. C., is installing 
the heating in the new Washington Duke Hotel at Dur- 
ham, N. C. The contract amounts to $50,000. 

A. S. Petit, 
plumbing in the 
that city. This contract 
the $5,000 
Street school in that city. 


Heating Co., 


Inc., of Greensboro, N. C., is installing the 
Washington 


amounts to 


school in 
They also 
the Spring 


(colored) 
$6,000. 
plumbing in 


street 


have contract for 


To obtain a new water supply, Whitehall, N. Y., a 
Village in the Adirondacks, completed a unique pipe-line 
under water at a cost 


system in which water is passed 


of $300,000. 
Walter Broulier, master Haledon, N. J., 


is building a new plumbing shop in that city. 


plumber of 


The Lorraine Corporation, | 
owner. | 





ENGINEERING 





UNCONDITIONALLY GUARANTEED 


>ARROW > 


TRADE MARK 


PNEUMATIC—STORAGE—SPECIAL 


Black or Galvanized 
The Novelty Steam Boiler Works Com any 


Factory, 917-929 S. Howard St. BALTIMOR 














PIERCE, BUTLER & 
PIERCE MFG. CORP. 
Makers of. 
GOoD BOILERS AND 
RADIATORS 


BRANCHES IN ALL PRINCIPAL CITIES 


GENERAL OFFICES 


41 EAST 42nd STREET NEBW YORK, N. Y. 
































SAARI ee IS NaCI 
THERMAG — Snap Action 


— THERMOSTAT 


Makes an automatic storage gas water heater of any 
heater and range boiler. 


Absolutely positive. 
Endorsed by leading engineers. 
Used exclusively on Sands Storage Systems. 


Ask your jobber or write for folder. 


The Sands Mfg. Co. - Cleveland, Ohio 








Lucky Strike Bevelled 
Bibb Washers 


ve a 


The rubber-asbestos compound from which 
Lucky Strike Bevelled Bibb Washers are made 
will stand up in service for either hot or cold 
water which makes it unnecessary to —_ a 

e 


double stock. Like all Lavelle Products, ‘*T 
never disappoint.” Packed 
sizes from % to | inch. 


100 in a bor—all 
Your jobber can supply you 


Lavelle Rubber Company 
413-421 N. Franklin St. CHICAGO 








O8 DOMESTI¢ 


“Blendo”’ 


NOTHER new Central item —‘‘Blendo” 

Lavatory Fixture with Pop-up Waste. 
Easily adjusted for installation on any lavatory 
Waste operation simple and positive, no cramp 
ing, wide open for water-exit. All china parts 
very highest grade. Handles interchangeable 
with improved locking device that speeds in 
stallation and re-washering. Altogether a hand 
some, compact, dependable fixture 


Order through your jobber 
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BRASS MFG. CO. 











500 iis an Hour 


This is the third size of the Hoosier Galvazink 


Line of shallow well power pumps. May be 
had for electric motor or gasoline engine drive. 
Self lubricating. Fitted with air pumping 
attachment. Suction limit 25 teet. An all- 
galvanized surface, inside and out, protects 
water-ways. 


Details and prices to any plumber upon request. 


FLINT & WALLING MFG. Co. 
65 Oak Street Kendallville, Indiana 
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UMOR, when it conveys a thought 
HH worth while, is treasured by the 
to again and 
It’s a real lift in the day’s work to have someone drop a 
remark that or a laugh. 

One of the most famous of all the books in the world 


average person, be repeated again 


wins a smile 
every public speaker in preparing 
collection of short, wise and 
under the sun. Partic- 


a book referred to by 


speeches—is nothing but a 
witty sayings about every subject 
ularly about human nature. 
When rell things about them- 
in a quiet, humorous way, they enjoy it. And the 
of which are nothing but a sum- 


up and life—-is this: The 


you men and women 
selves, 
value these epigrams 
of 


who says them is remembered. 


ming human nature man 
Some firms spend thousands of dollars every week for 
ingle pages in big national magazines just to be remem- 
These Epigrams offer you an opportunity to fix 
your name in the minds of people, with the expenditure 
of little. All you have to do is buy a blackboard, 
or and a bit of chalk. 


copy 


bered 


very 
a slate, 
Then, out of the Epigrams from 
“Domestic Engineering.’’ You'll soon find people stopping 
them, talking them. They can’t help 
attention— they’re so unusual. ‘I use the epi- 
grams right along,” says one master in the Middle West, 
“and people stop and read them and I hear them repeated 


every day, one 


to read and about 


attracting 


around town.” 

Below are seven Epigrams for next week. Make use of 
them and enjoy the popularity they will bring. 
thought of as older—all ladies 
of 


* * * 


like to be 


to be 


Young 
always like 


meu 
thought as younger. 

Hero worship is commendable—unless it’s practiced 
before a mirror. 


* + * 
Our air defenses may be weak, but there’s nothing 
wrong with our hot air defenses. 


+ * * 


What’s a couple of billion dollars to Europe? A mere 


trifle—-if it belongs to U. S. 


* * 4 
The real hero of the movies is the chap who doubles 


for the hero and does a “fade-out’’ when it comes to 


rotting credit. 
* * o 


“Touch and go” seems to be the slogan of our European 


debtors. 


» om 7 
During presidential election year we know where the 
autumn leaves go—into campaign cigars. 
Mrs. W. P. Snyder, Sewickley Heights, Pa., has let 
the contract for her $80,000 swimming pool to E. W 


Falck. 
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Bath a Day Movement 


[his week we are happy to be able to add three more cities t 
those already using “The Story of the Bath” as supplementary 


reading wm their schools. In Kalama 


soo, Michigan, the schools have been 
presented with copies by the Kalama 
soo Santary Mfg. Co. In Yume, 
Arizona, the books have been placed 
in the schools by N.S. Parks, a mas 


ter of that city. In Nickerson, Kan 
sas, and in some of the surrounding rural schools, R. H. Hil! 
placed “The Story.” Mr. Parks writes that the schools in Yuma 
have had the books for some time, but he had not advised us. 
If there are any other cities in which “The Story of the Bath” 
ts being read m the schools, and DOMESTIC ENGINEERING 
has not been advised, please write. We want to give credit ti 
those who have performed the good work 


Ts Kalamazoo Sanitary Mfg. Co. writes: ‘‘You may 

advise your Enthusiastic Department controlling 

‘The Story of the Bath’ propaganda that we have 

succeeded in placing the booklet in the Kalamazoo public 
schools.”’ Mr. Parks says, “Guess I'd better get my 

name in the pot. Have had ‘The Story of the Bath’ in 

our schools for some time. Lost my turn by not telling | 
you sooner.” 

Mr. Hill writes as follows: “I have placed ‘The Story | 
of the Bath’ in the city schools of Nickerson. Also have 
placed sixty-five of them in the rural schools of this | 
vicinity. One of the city teachers told me that they are 
studying ‘The Story’ now.” 

We are glad to acknowledge the good work of these 
men who have the vision to see how really worthwhile 
this kind of propaganda is. So important is the topic of 
bathing that ‘‘Liberty,’’ in its issue of February 28th, 
carried an article under the heading, “Do We Bathe Too | 
Frequently?"’ This article was written by a doctor, and 
his conclusion is that we do not bathe too frequently. 
He outlines some ideas about proper bathing, and gives | 
the whole idea of more frequent bathing a hearty com- | 
mendation 

It would be a very good idea to secure a copy of this 
magazine and place it in your window, opened at page 
53 of that issue, so that people passing by may be at- 
tracted by the headline of the article and so have their 
interest directed once more to this important subject. | 

Let us request again that, if “The Story of the Bath” 
is being read in the schools of your community, and this 
column has not yet given you credit for the distribution, 
you write us. We want to know of every city and town 
enjoying the benefits of this interesting booklet. 

Watch next week’s column. We are going to print a 
list of the cities we have a record of. If yours isn’t 
among them, you will have a chance to advise us. 


A PREMIUM ON BEING ILL 


The special committee recently appointed to call on 
members on the sick list in the Master Plumbers’ Asso- 
ciation of the City of Trenton, N. J., has done such an 
efficiently cheerful job that fellow members almost like | 
to have their names on this list and have the committee 
Pay a call. This is one of the little details which make | 
for co-operation in the organization. The committee con- 
sists of Clarence H. B. Jones, John C. B. Wouters and 
Frank B. Penrose. 


Portland, Ore., has let the contract for the erection of 
a comfort station in Washington Park. 
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Has unusual 
covering capacity 
UTLAND Boiler Covering is a 


high grade insulator with un- 
usual covering capacity. 


It is made of the best Canadian 
Asbestos fibre. We have tested al- 
most every kind of fibre produced 
and buy the strongest ones we can 
find for Rutland Boiler Covering. 
It is always clean, fresh stock no 
scrap nor waste. Rutland is free 
from lime which will burn the hands. 
It is not “bulked up’’ with sawdust 
or similar materials. 


We make six grades of Boiler Cover- 
ing to meet all requirements. It is 
sold in 100-pound jute bags. Also in 
six-pound packages. 


Write for prices and 
booklet 


WRITE today for prices and full informa- 
tion about Rutland Boiler Covering. We 
will also send our booklet, ‘‘Unvarnished 
Facts” which describes all Rutland Useful 
Products. 


RUTLAND FIRE CLAY COMPANY 
Dept. C-22, Rutland, Vermont 
Other Rutland Useful Products 
Pipe Joint Cement Plastic Stove Lining 
Furnace Cement 
Waste Pipe Cleaner Stove Pipe Enamel 
No-Tar No. 4 Roof Cement 


Rutland 


USEFUL PRODUCTS 
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OUTSTANDING 
FACTS 


about 








Fig. 800 Series 


Decatur Water Systems 


Assembled and tested at our Factory as a complete 
unit, including tank and fittings. 

Easily and quickly installed; connect to plumbing and 
electrical supply lines. 

Motor and pump elevated above possibility of damage 
from flood or scrub-water, dirt, etc 


Handy for connection of wiring from above and 
convenient for frequent inspection. 
Substantial, compact design requiring space only 


20 inches square. 


Quiet running: fully automatic. 
Equipped with 


THE BURKS 
SUPER-TURBINE PUMP 


It has but one moving part. 


There is no metal to metal contact, therefore no wear 


It is self-priming. 


Minimum attention required; only two motor bearings 
to oil occasionally. 


Economical, durable and reliable. 


DEALERS 


Read again the outstanding facts about Decatur Water 
Systems, as covered in the above. 
product at a price assuring you maximum profit. 


Here is a high quality 


Write for No. 82 Bulletin and Prices 


Decatur Pump Company 


632 E. Cerro Gordo St., Decatur, III. 


Sales connections in Pittsburgh, New York, Boston, 
Buffalo, 


Rochester, Baltimore, Cleveland, Detroit 
and other principal cities 


April 7 and 8, 1925.—The annual convention of Massachu 
| 
| 
| 
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Convention Dates 


March 23, 24 and 25, 1925.—The annual convention of the 
Missouri State Association of Master Plumbers, at the Hote! 
Muehlbach, Kansas City, Mo. 
March 24 and 25, 1925.—-The annual convention of the New 
| York State Master Plumbers’ Association, at Buffalo, N. Y 
March 25 and 26, 1925.—The annual convention of the 
| Michigan State Association of Plumbing and Heating Dealers, 
| at Pantlind Hotel, Grand Rapids, Mich. 
| April 1, 2 and 3, 1925.—The second annual convention of 
| the American Association of Oil Burner Manufacturers, at 
the Edgewater Beach Hotel, Chicago. 
April 2 and 3, 
kansas State Master Plumbers’ 
Ark 








convention of the Ar- 
at Pine Bluff, 


1925.—-The annual 
Association, 


setts State Master Plumbers’ Association, at Boston, Mass 

April 15 and 16, 1925.—-The annual convention of the Vir- 
ginia State Association of Master Plumbers, at Roanoke, Va 

April 20 and 21, 1925.—-The annual convention of the Ala- 
bama Association of Master Plumbers, at Birmingham, Ala 

April 20, 21 and 22, 1925.—The annual convention of the 
Associated Master Plumbers of Texas, at Dallas, Tex. 

April 23 and 24, 1925.—The annual convention of the Louis- 
jana and Mississippi Association of Plumbing and Heating 
Dealers, at Biloxi, Miss. 

April 28 and 29, 1925.—The annual convention of the 
Colorado Society of Sanitary & Heating Engineers, at Den- 
ver, Colo. 

May 4 and 5, 1925.—The annual convention of the Ten- 
nessee State Association of Sanitary Engineers, at Memphis, 
Tenn. 

May 4 and 5, 1925.—The annual convention of the Okla- 
homa State Association of Master Plumbers, at the Mayo 
Hotel, Tulsa, Okla. 

May 7 and 8, 1925.—The annual convention of North 
Carolina Master Plumbers’ Association, at Shelby, N. C. 

May 11, 12 and 13, 1925.—The annual convention of the 
Kentucky Association of Master Plumbers, at the Crab Or- 
chard Springs Hotel, Crab Orchard Springs, Ky. 

May 12, 13 and 14, 1925.—The annual convention of the 
New Jersey State Association of Master Plumbers, at Grotto 
Auditorium, Jersey City, N. J. 

May 13 and 14, 1925.—The annual convention of the Penn- 
sylvania State Association of Master Plumbers, at Wilkes- 
Barre, Pa. 

May 19, 20, 21, 22 and 23, 1925.—The annual convention of 
the National District Heating Association, at West Baden, 
Ind 

May 26, 27 and 28, 1925.—The annual meeting of the Na- 
tlonal Pipe and Supplies Association, at French Lick, Ind. 











June 1, 2 and 3, 1925.—-The annual convention of the Wyo- 
ming Master Plumbers’ Association, at Thermopolis, Wyo. 

June 1, 2, 3 and 4, 1925.—The thirty-sixth annual conven- 
tion of the Heating and Piping Contractors’ National Asso- 
| ciation, at the Book-Cadillac Hotel, Detroit, Mich. 

June 19 and 20, 1925.—The annual convention of the Call- 
| fornia State Master Plumbers’ Association, at Portland, Ore. 

June 21 and 22, 1925.—-The annual convention of the Master 
Plumbers’ Association of the State of Washington, at Port- 
land, Ore. 

June 23, 24 and 25, 1925.—The 43rd annual convention of 
the National Association of Master Plumbers, at Portland, 
The sessions will be held in the Portland Auditorium. 

September 15, 16, 17 and 18, 1925.——The annual convention 
of American Society of Sanitary Engineering, at Decatur, IIl. 





| 
| 
| 


Ore 








| The Master Plumbers’ Association of Dayton, Ohio, 
will, beginning April 1, hold its regular meetings on 
the first and third Monday nights of each month instead 

The held in 


| of every Monday night. meetings will be 
| their usual place, the Builders’ Exchange. 


George F. Schardein, of F. S. Schardein & Sons Co., 
Louisville, Ky., has been busy recently as one of the 
| leaders in the annual community chest drive to raise 
|} $650,000 for charity. Mr. Schardein is also chairman 


of the Board of Park Commissioners of Louisville. 
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At the top o’ the column we wish you the Top O’ the 


Mornin’, an’ menny av thim. Which reminds us of a story of 


PAT’S DILEMMA 


Pat had been an engineer for many years One day his 
boss called him into the office, took him into the roundhouse 


and pointed out a big new engine It had been Pat's hope 
for years to have one just like it and he was profuse in his 
thanks. 


A few hours afterward, Pat, much embarrassed, twirling 
his cap on his finger, entered his boss's office. 

‘Well, Pat, what is it?” asked his boss 

“Sure now sor, don’t be angry But ye know the bell on 
th’ new ingine?” 

‘Yes Pat, what about it?” 

“Well, now, sor, it fell into th’ river.” 

“Oh, that’s all right, Pat,” said his boss heartily, touched 
| Pat’s embarrassment. “We'll just get a new bell.” 

“Yis, sor,” answered Pat “But ye see, sor, th’ ingine was 
attached to th’ bell.” F. P. D., Galveston, Tex. 












It takes the Irish to break the news gently, like Pat did 
It's like that other Irishman 

He was smoking in a street car A hatchet-faced lady 
said, “Sir, if you were a gentleman you wouldn't blow smoke 
in my face.” The Irishman replied, “Ma'am, f' ye were a 
lady, you’d mind your own bizness.” The lady scowled, let 
her anger wet the best of her, and snapped “If you were 
my husband I'd feed you poison.” The Irishman turned and 
looked at her very carefully before he remarked, “Sure, now, 
Ma’am, an’ if I wuz your husband, I'd take it.’ 











And, of course, that leads to the one about the Irishman 
Michael by name, who secured a position as valet. On the 
very first morning of his service he got into hot water. 

“What do you mean by bringing me an odd pair of boots?” 
demanded his enraged master, displaying one black boot and 
one brown one. 

“Indade, sor,” said Michael, ‘’tis,a quare thing, now. 
another pair down below just like thim ye have.” 







They's 


PIPE LINES DICTIONARY 
BROGUE 
~a slight Er(or) in speech. 
BANSHEE 
—a person differing but slightly from a relative Both of 
them wail for money. 
DUBLIN 
—a city in Ireland famed, apparently, because it is to be 
reached only over an extremely rocky road 





I KISSED HER—No. 33 
She came from ing 
Her lips gl larne dy 
I wuz wishin’ I'd courage t’ kiss her; 
With the voice of me fate, 
She said, “Don’t hesitate 
Since then I’ve decided to apprentice her. 
DUBLIN MIKE. 





¥ 






Oak Park Patsy came in full of indignation the other day. 
He saw a sien, “Cast Waste and O'Flow.” ‘Tisn't right says 
Patsy, that a good Irishman should let his name be preéeded 
by such half-baked names such as Cast and Waste—why you 
an't tell whither they're English or whatnot O'F low, now 

there's a name that tells its nationality, an’ proud of It. 












His name was Dennis, and he was a lawyer. All morn- 
ing the judge had been ruling against him. Like a good 
Irishman, he kept his wits about him and when the judge, 
Just before it was time for adjournment, shouted to the 
fenth or twelfth motion Dennis had made: “Overruled!” 
“You're right, your honor, 









Dennis smiled sweetly and said, 





ind I'm wrong, your honor, as your honor usually is.” 








Lest you forget—-don't mention the word “orange” on the 
i7th. If you must have fruit, say “banana.” L YT. 
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QUALITY, HIGH — 
PRICE, REASONABLE 


A water supply system without a single weak 

point. Durable and trouble proof because of 

improved design, quality materials and work- 

manship. Slow speed and silent operation. 
uarter H. P. induction- icra motor. 
arge galvanized tank—-42 gal. 


KALAMAZOO 


Automatic prime. Only one stuffing 
box and very accessible. Bronze crank- 
shaft bearings, piston rod and pump 
cylinder. Made by the makers of the 
well known National Water Lift. 


Write for full data. 


National Water Lift Co. 


Kalamazoo Michigan 


| Om Oe Se = 

Adjusta ble Pressed Steel 
RADIATOR 
HANGER 


Without question the best radiator 
hanger on the market. All-steel con- 
struction—widest range of adjust- 
ability-—completely concealed 
hangs; all standard radiators 
easiest to install and adjust saves 
typehangssin. | time and money. If your jobber 
gle row wall | cannot supply you, write us 
iadtationiom |) Carty & Moore Eng. Co. 


611 Larned St. 
DETROIT +! MICHIGAN 










































Wy [rian “tne” 





Made in three 
alyles. This 


NNN 
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Be * 
‘RIVERSIDE ¢2si {ron : 
Sink Traps x 
# Furnished plain, painted or * 
* galvanized. # 
4 Female inlet and outlet. } 
* We make a wide line of * 
: plumber’s supplies in plain 4 
y% and galvanized iron. x 
* . 
cd Both styles are * 
} turnishedthreaded * 

. : * 
* for either 1}4in. -_ 
He or 2-in. iron pipe. * 
z # 
* Write for Catalog 9 x 
Riverside Foundry & Galvanizing Co. % 
: 501 Harrison St. KALAMAZOO, MICH. * 
BBC IOI OO II IIE 





BOILER SE-MENT-OL 


Repairs - Cleans 
Protects 


Cast Iron and Steel Heating 
Boilers 


Reducing Your Cost List Price 





1 Quart §$ 4.00 each 
4 Gallon 7.50 each 
1 Gallon 14.00 each 


Get our discount from your jobber 


The Northwestern Chemical Co. 


MARIETTA, OHIO 
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HEATING SERVICE } 





: 


Two New Members of the vee |Size oF Capacity ||Ner In DIMENSIONS | 
Ne FrRaon Wr. ATBIC EF 


DUNHAM Trap Family et: 


— G — Dp ante Float and 000 | 1 
| Chermostatic Traps 
Nos.22and23arethenew- _ A 
est additions to the line of rc " a 
traps bearing our name- | 4 TAP FOR SECURING 
plate. They are supplied | FLOAT For oars 





«Fe 





~ 


THERMOSTATIC Vauve, 
| 
| 


4 









in response to a demand 
for traps of smaller capac- 
ity than the No. 16. Prin- 
ciple of operation is a float 
valve actuated by a cop- 
per float to handle the 
water, and a thermostatic 


ZZ V4 
Air Vent ~ ——— 





INLET 





SLL UA, 









































. KY 
valve to take care of the Ny eal 
air. Capacities and roughing- . ~ 
in dimensions are given in the wr : Out.et 
table reproduced in this ad- N re 
vertisement | NY ha 
‘ T N-- D 
C. A. DUNHAM COMPANY ALLILILL LL TL YyN | 
230 East Ohio Street, Chicago —_ 
Cc. A. DUNHAM CO., Ltd., 1523-41 Davenport Road, Toronto, Ontario ~~ G “ 





for the Child 


LEONARD Thermostatic 
Shower Valves can be set 
to range from tepid to 
warm, and use of water in 
another part of house will 
not scald or chill the 
child. 


Your customer wants it. 


Leonard-RookeCo. 


Providence, 


a 





Seat No. 300 





We are located at the source 
of supply — 


and having been in the wood- 
working business a half-century, 
we are able to select the proper 
quality of Chestnut Stock—dry 
it in our own kilns and give you 
the highest quality at a compet- | 

itive price. 





Our 
( ataloo 


McLane Manufacturing Co. | | 
Milford +: New Hampshire | 











Mention Domestic ENGINEERING when writing advertisers. 
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PATENTS 


Plumbing Department 


1,524,800. 
H. Schulte, 


Flush-Valve-Operating Mechanism. 
Trenton, N. J. In a flush valve 
mechanism the with a bracket 
for securing the bracket tank wall, of 
pin on the bracket, a operating lever 
cam between the bracket, a 


combination and 
to the 


valve 


means 


thereon, a 


lever and support for the 


1,524,800. 


the 
lever in engagement 


comprising a projection thereon fitting within 
an offset bearing pin on the 
means for holding said parts in 
bracket securing 


for operating 


cam 
bracket, 
with said cam, a single 
position, a spindle passing through the 
means and keyed to the cam, 
the spindle. 


and a handle 


7 . - 

Double-Head Drinking Fountain. Philip 
om and Anton C. Schuermann, Decatur, IIl., assignors 
to Adolph Mueller, trustee, Decatur, Ill. The combination 
drinking fountain of a basin on the 
a waste pipe for receiving waste from the basin 
and arranged within the pedestal, a plurality of supply 
pipes within the pedestal, a plurality of bubbler heads 
supported by the basin and each having a substantially 
horizontal tail piece beneath the bottom of the basin 
and extending into the and tubular members 
of ductile metal connecting the ends of said bubbler head 
pipes within the pedestal. 


525,425. 


in a pedestal, a 


pedestal, 


pedestal, 


tail pieces with the supply 





6 
1,525,517. 


1,525,517. Stop and Waste Cock. William H. Smith, 
East Cleveland, Ohio. As an article of manufacture a 
longitudinally bored metal member having an externally 
threaded enlargement at one end and securing means at 
the other, an internally threaded cap screwed on said 
enlargement and having a seating member therein and 
an orifice in its side, the length of said cap being such 
that when screwed entirely onto its enlargement it extends 
substantially to the other enlargement, and integral means 
carried by the edge of said cap and partially closing the 
mouth thereof to from said en- 
largement. 


prevent its removal 
ad * * 
Manufacture of Hollow Metal Balls. Joseph 
Baltimore, Md., assignor to Hollow Ball 
Baltimore, 


1,526,140. 
Harry Gruver, 
Company, Incorporated, 


William | 
operating | 


a fulerum | 





Md., a corporation of 


EKNGINEERING 


Get this TURNER 
UTILITY gs FURNACE 


Special composition bronze burner 
perfectly gasifies present-day gasoline or kero 
sene. Unnecessary tank openings eliminated 
by patented bronze spider support Auto- 
matic safety valve obviates all danger of 
excess pressure. Combined pump and filler 
plug. Seamless, drawn steel reservoir 
bottom welded in, rust proofed. FEAR 
LESSLY GUARANTEED. Get it 
your jobber NOW. 


6 2 or. 


New York—The Turner Brass Works, 108 Charlton St. 





no coils 


from 


No. 66. 7 Pint Capacity 





Safety First! 


Acids and acid 
wastes are han- 
dled as safely 
Duriron pipe as 
__ ae pure water is in 
BELL PIPE 
JOINT 
Duriron is produced only 


me MURIRON COMPANY 
The first ones made 
are still in use. 


Since 1915 Martin Portable Vise 
Stands have been giving day in 
and day out service because they 
are simply and ruggedly built 
with nothing to break or get out 
of order. 


MARTIN...” 


Furnished with or without legs. Save 
express charges and reduce the price by 
cutting legs out of old pipe. Sockets in 
head are open at both ends—no chance 
for dirt to — and waste time trying 
to insert leg 


H. P. MARTIN & SONS, 626 E. 2nd St., Owensboro, Ky. 


EEE 
The Red Top Line 


Consisting of Cleanout Fer- 
rules, Test Tees, Floor Drains, 
Base Stack Fittings, Portable 
Vise Post and Bender, 
and Vise Bench handled 
by the leading jobbers 
from coast to coast. 


other materials. 

















10 Days’ 
Free Trial 


Any plumber can 
sell a Martin to 
himself at our ex- 
pense, Write for 

our free trial offer. 














3 3S Base Stack 
ittinge 2° and 6” 
sises 


QS SANITARY MANUFACTURING CO. 


411 West Sth St., Waterloo, lowa 
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Thermostatic 


.» Radiator Trap 
mm Most Efficient 


Because It’s 


<9 Self- Cleaning 


We Also Manufacture 






\ 
] 
1 


Sere saan Teepe. Air Line Valves, Thermostatic 
—— = Air Mm yg Strainers, 
can ae and Air Pumpe 





| STERLING ENGINEERING co. 


Milwaukee, Wisconsin 








Hanna Ball Joint 
Pipe Hanger 


Guaranteed Strongest Made 
The “Ball Joint’ Pipe Hanger 


swings in any direction, Pipe can 
be adjusted higher or lower without 
removing hanger. 
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Made of malleable iron. 


Write for “‘Our Silent Salesman’’ 


The Penn Engineering Co. 
2 No. 1 312 Cherry Street, Philadelphia, Pa. 
ve enue rll SM LL 





Pel ue LLL i 





MIDLAND 
All Lead RO OF 


One Piece 
(Patented) 


FLASHING 


Base heavier than four 
pound sheet lead and extra 
large. Heavy calking ring 
inside. No lead burned, 
soldered or any other joints to pull apart. Fits any pitch. 

Ask your jobber or write us direct for information. 


Midland Metal Manufacturing Co. 


KANSAS CITY MISSOURI 


MIDLAND METAL MFG, CO. 








Tank Fittings of Quality 


“McSHANE’’ 1925 


1856 





The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


McSHANE BELL FOUNDRY CO. 
BALTIMORE, MARYLAND 
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Maryland. The herein described method of ma 


n 
hollow balls, consisting in forming a blank from : 
section of metal tubing by tapering it from its center 
towards either end, subjecting such blank to reforming 
operations in forming dies, to form an incompletely 
closed, approximately spherical shell and then revolving 
said shell under pressure in grooves, until the holes are 
closed to the full thickness of the wall, the metal tightly 
knitted, and the wall thickened to the desired degree 


~~“ 


























| ¢ 
4 Z 











1 526, 140. 1,526,048 saa 

1,526,043. Toilet Fixture for Mountain-Air Sanitariums 
Frank Batter, Portland, Ore. In a sanitarium, toilet 
a toilet fixture or fixtures therein, a receiving tank, 
connections fixture or fixtures, said 
tank, a connections, air exhausting 
communicating with said room and tank, 
tank and means, both said valves being normally 
open to produce the same condition of pressure in the 
room and tank and permit normal use of the fixtures, 
discharge pipe between the receiving tank and the sewer, 
a vent for the receiving tank, and normally closed valves 
in said vent and discharge pipe. 

” * * 

526,204. Water Heater. Mark B. Campbell, Brewton, 

A water heater of the character described embody- 
and outer spaced shells, each 


a 
room, 
and 


between said 


valve in said means 
a valve between 


said 


a 


Ala. 
ing a tank including inner 


“3 



































etine asthenia a, 
Pe _ #9 
- 41/4 | 


1,526,204. 1,525,503. ' 


of the shells having relatively large registering openings 
in each end thereof, plates having their outer marginal 
reduced edges interposed between and secured to the 
inner and outer shells to close the openings and provide 


spacing elements, insulating means between the shells, 





on, 
\dy- 
ach 


ings 
inal 


the 
vide 


ells, 


Every plumber has had a test plug blown out or knocked out! 








SAY BILL. WHATS | Patents Pending GREATEST YET. JIM- 
THATS THE STRINGER 
THE — BEND GROOVED TO 
+ 9 ATTACH THE STRINGER 
INTHIS BEND“ SIMPLE TESTING 


COVER 








STRINGER CLOSET BENDS ARE—to be had 


at the price of ordinary bends. 


manufactured EXTRA HEAVY, of the best 


grade of Cast Iron—-All tappings are accurate. 
Scored on Inlet and Spigot End for cutting and 
to make Caulking secure. 


designed with a GROOVE to receive FIG. 602 
INTERLOCKING TEST PLUG. This special 
feature does not prevent the use of common test 
plugs and does not interfere with the adjustment of slip collar. 


now made in a 14-inch length instead of 15'% and |6 inches long. This eliminates 
cutting off the longer bends to meet 14 or 14!'2-inch roughing-in measurements. 


The lugs locking into groove pre- 
vent test plug from being blown out 
under water pressure or knocked out 
and enable the plumber to make test 
a plug water tight by turning down 
Test Plug in Operation wing nut sligh tly by hand. Fig. 602 


We make a large variety of closet bends to meet the different requirements of the plumbing trade. Sold 
by most of the leading jobbers. Write us your requirements and we will see that you are immediately 


supplied. 
STRINGER BROS. CO. 


1100 W. 38th St., CHICAGO, ILL. Factory—GADSDEN, ALA. ee 


S) Catalog 
EASTERN OFFICES = 


New York, N. Y. Boston, Mass. Philadelphia, Pa. Pittsburgh, Pa. 
48 East 41st St. 348 Tremont Bldg, 5341 Upland St. 908 House Bldg. 
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Each Wrench Fully Tested 


All Henry & Allen wrenches are 
fully tested. They are inspected 
after each operation in the pro- 
cess of manufacture. And each 
wrench receives final tests before 
being packed for shipment. 


For instance, to be sure that the 
teeth are properly hardened, to 
prevent crushing under strain, a 
file is drawn*across them. If 
there is the slightest mark, 
that wrench cannot leave the 
factory. 


HENRY & ALLEN 


Henr 


ENGINEERING 


In another test every wrench is 
put on a pipe under the full 
weight of the inspector. This 
insures clean operation and a 
strong solid grip on each Henry 
and Allen Stillson. 


The ‘red nut’’ stands for high 
quality. Every wrench so 
marked is a Henry & Allen, and 
means genuine satisfaction to 
the user. Ask your hardware 
dealer or supply house for the 
“wrench with the red nut.”’ 


Auburn, N. Y. 


CMAN eye) 


STILLSON WRENCH 


March 


14, 19 
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inlet and outlet pipes extending through the upper plate Se ee MUMMMe MMC SMES MeL LL 2) 
g 


Gerstein 


: Cisternand Riveted 
heating element removably secured within the tubular | Pressure Boilers 


into the tank, a tubular member extending within the 
tank and having its lower enlarged end threadedly en 
gaged within the wall of an opening in the lower plate, a 


member, a dielectric plug threaded within the enlarged , : 

portion of the tubular member and having its shouldet el described in one 
resting flush with the bottom of the lower plate, and 
conductor wires connected to said heating element and 

a suitable source of current. They not only /ast but give continuous, satisfactory 

* * . service, : p 

1,525,503. Water Heater. Martin Hauser, Kansas City Made in any size, pressure or capacity desired. 

Mo A heater casing for domestic stand boilers compris Write for details 

a, | oY > . sig y 7 , _ tian ; Pe "ts : e 

ing a cylinder consisting of two semi-cylindrical part Gerstein Bros. & Cooper 

Coppersmiths 
1-3 W. Third Street So. Boston, Mass. 


ee TU SLL LULU ® LLU LLL LL ) 


having overlapping edges, one end of each part having a 
semicircular inwardly projecting flange which when the 
two parts are brought together will form a circumferen- 
tial ring, the edges of which rest upon the top of the 


stand boiler surrounding a space to permit the pipe from 
the stand boiler to pass through and spacing members P Ri EF] A 
carried by the members to space the cylindrical casing ee 

— eee 


from the boiler. The Bath Tub Cleaner 





2 
= 
2 
c+} 
= 
: 
Everlasting : 


Contains no grit 


H eating Department mee iS Sh. eo. 
Keeps fixtures like new. 


Most contracting plumbers use 
Porcela and recommend it to 
a valve head and stem together, consisting in sleeving their customers. 

the stem within the head and electrically heating and me If you haven't Porcela in stock, 
thickening and shortening the valve stem and engaging : 5 order from your jobber. Write 
: us for free sample can and de 
scriptive folder. 





1,525,625. Method of Electric Welding Albertis © 
Taylor, Warren, Ohio. A method of electrically welding 


portion of the stem with the full length of the head 
and then welding the complete upset and engaging por 


tions of said stem to said head — es = : PORCELA-RADAX CO. 


NEW BRIGHTON, PA 


(Make More Business \ 


Suburban Homes, Camps, Schools Need Good Plumb- 
ing and Proper Sewerage Disposal. It’s easy if you use 


e ° 
_ San-EquipSepticTanks 
‘\ 
f made of 14 ga. Copper Iron,-— 
welded, water tight and rust-proofed 

y! £ by Plastic Enamel melted on,—15 yr. 

By jee/ Z service guarantee—perfect to a T. 
mi) ie Do a quiek, easy job with this light 

ag- = weight, compact sewage tank 

Prices most reasonable. Order 
o at our risk, giving jobber’s 
1.526.065 ; i name, or ask for circulars. 
Wy J , ) 

1,526,065. Oil Burner. Arthur C. Herstrom, Seattle, | , nore) sh Mt) Wt CHEMICAL TOILET CORP. 
Wash. An oil burner comprising a casing of a substan- Sa SE a 5 
tially U-shape, a partition provided in said casing, a 
nozzle-head provided for one arm of the casing, a tubular 
extension to the other arm of the casing and above said 
Partition, a tube extending upwardly from said partition 
concentrically into said extension to afford communica- 





























tion between the upper portion of the space therein and 
the casing space below the partition, said tube and exten- | 
sion thus forming an annular passage, a lead-in pipe | Tower Simplicity 


communicating from one of its ends laterally with the | The Caldwell Tubular Tower ts the simplest, 
: : most easily erected and most graceful tower on 

annular space about said tube in the casing, and steam the market. Ite construction—of steel tubing. 
. rugged socket castings and steel eway-brace rods 

and oil supply pipes connected to the other end of the with drop-forged turnbuckles—resulte in a tower 

‘ ‘ ‘ of prectically no wind resistance that will serve 
lead-in pipe the steam pipe having a terminal end ex you long and faithfully. 

: . P . - 7 F Thie tower fe built for tanks from 1,000 to 
tending into the lead-in pipe and discharging against the 40,000 gallon capacity. A prospective tower 
upwardly extending tube adjace he partiti purchaser will do well to investiaate the Caldwell 

y ©) ng tube adjacent the partition ubalar Send for Catalog 


* * * W. E. Caldwell Co. 
1,526,158. Rotating Fan Draft for Boilers. Roy C. a 
Layfield, Eufaula, Ala. In a_ boiler construction the pe ere 
combination with a fire box, a coal receptacle adjacent 
thereto, a smoke box and intermediate boiler tubes, of a 
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L.S.D. POSITIVE 
HOT WATER 
CIRCULATING VALVE 


Insures hot water at the faucet at all times. 


Prevents drawing cold water from bottom of 
tank through return end of circulating -pipe. 


Positively guaranteed. 





Sold by plumbing jobbers. 


Write for descriptioe circulars 


L. S. DLUGOSCH 


STORM LAKE - IOWA 














FITS ANY 
ANGLE ROOF 


The Overton Roof Flash- 
ing makes a joint both air 
5 and watertight, on any roof 
‘om flat to half pitch. 
Adjusts itself readily without turn- 
ing or twisting. Adaptable both to 
standard and extra heavy soil pipe. 
Approved by plumbing inspectors 
everywhere. 

Manufactured by 
Butler Manufacturing Company 

Minneapolis, Minn. 







\% Pitch 
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| connected 























An Emergency 


[PIPE REPAIRCLAMP 
f _ Leak Stopper 


MADE IW ALL SIZES 





ee eeenaneel 


Write for 
Folder 


Write for 


Prices 


RUBBER PACKING 


STOPS LEAKS IMMEDIATELY 


Anywhere Along the Line, Steam — Pressure —Water 
Here, MR. PLUMBER, is a clamp that will let you stop ten leaks or a 
hundred leaks in a day. Go back and do a permanent job when you 
have the time. Aclamp that requires no tools to put on and is none- 
corrosive. Keep asupply on hand. Order thru your supply house or 
direct from 


Ludlow Stamping and Fabricated Steel Co. 
Manufacturers and Distributors 
779 North 28th Street Philadelphia, Pa. 
Dept. K 





March 14, 1925 


rotary fan and casing of substantially equal diameter as 
said boiler positioned in front of said smoke box, means 
fan, said casing having communicating 
a top fan exhaust tube 


for rotating said 


perforations with said smoke box, 





1,526,158. 


with said fan casing, a screen positioned be- 


tween said casing and tube, an adjustable cover for said 
tube, and a smoke conveying tube connected at the lower 


portion of said fan casing and extending back to and 
terminating at the bottom of said coal receptacle. 
os 7 * 
1,526,006 Oil Burner. Jacob Mersch, Jersey City, 


N. J. In an oil burner, a barrel formed with an inlet and 
with a conical discharge outlet, an endwise adjustable 
needle within the barrel and having a conical head for 


co-action with the conical discharge outlet, a sleeve sur 
rounding the needle and having its forward face abutting 





1,526,006 






a wall of the barrel, oil ducts formed in said sleeve, end- 
wise movable blades for controlling the flow of oil through 


said ducts and means for simultaneously imparting end 























Christian Electric 
Water Heater 


The modern domestic hot water supply 
heating system. Actually economical 
because 98 per cent of the heat generated 
is absorbed by the water. This is two to 
five times the thermal efficiency of any 
other system. Dealers are getting an 
active turn over. Be first with the latest. 
Get all the data from us without delay. 





Christian Electrical Corp. 
2503 ISABELLA AVENUB 
DETROIT MICHIGAN 

















wise movements to the needle and said blades, the needle 
passage for the back-flow of oil 
* * * 


being provided with a 
Combined Regulator for Independent Con 
Bulb and Dry Bulb Temperatures. Albert 
Lowell, Mass., Parks-Cramer 
Mass In an the 


1,526,514 
Wet 
W. Thompson, 
Fitchburg, 
hav- 
ing means for supply- 


trol of 
assignor to 
Company, apparatus of 


described 


class 
_- vom pressed #7 


; : ti4 9 mI (| f, 
ing moisture to a ned Sn LS {fae fa 

: oO. mann} det —¢ 
body of air; a reg eases canon eh at 
ulating device com- ——§ +t | F 


P60? 


“OO oF 


prising a casing 
having a chamber 
provided with an in- 
let opening commu- 
with said 
air and an 
opening, a 


nicating 
body of 
outlet 
spray head accessibly 
externally 
casing and 
communicating with 
the chamber in said 
casing operable to 
aspirate a sample 
current of air from said body of air and saturate the 
same with moisture, a thermostatic bulb member in 
said chamber located in the path of the saturated sample 
current of air and means operable solely by said thermo 
bulb controlling the moisture 
body moisture supplying means 


mounted 
to said 











1,526,514. 


wet 


member for 
of air by 


static wet 
delivered to 
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i Cla S sifie Adwertia oment 


8 cents for each word including heading and address. Count seven words for keyed address. Minittum 
$2.00. One inch $4.00. Cash must accompany order. Copy should reach us by Monday morning. 


itua n Open WANTED: SALESMEN FOR SOUTH- “OR SALE: PLUMB ING AND HEAT- 
‘Si tio . ern Ohio and West Virginia. Also ing b ness in city 3,200, southern 
New York state. High-grade plumbers’ | consin; fine loc ation and good busi- 
SALESMAN WANTED — PROMINENT specialties and staples, highest com- ss ] ne alth reason for selling 
manufacturer of P tomo 24 } ow Illin sod | missions, exclusive agency territory or ( key 287, “Domestic Engineer 
systems requires salesman for ki 7 | additional line for high-grade, capable | r,’ 1900 Prairie Ave., Chicago 
territory. The man we are seeking a salesmen. Address key 281, “Domestic Sane aa : : aes 
eer tine, pa * 4 sebnedenea Engineering,” 1900 Prairie Ave. Chi- o~ ‘busines: ie ab ole die aoe 
ng 8 ago. ing u es establishe 1920 “ully 
with the plumbing, electrical and hard- — —— equipped shop. Good opportunity to 
ware trade in Ill nois. He must have | LARGE MANUFACTURER OF PLUMB- | &&t 4 large and growing business in a 
a car and furnish a satisfactory record. | ers’ rubber specialties desires several live community at the right price. Ad- 
All replies will be confidential. Ad- high-grade salesmen to call on the re- | ress key 0, “Domestic Engineering.” 
dress Key 165, “Domestic Engineering,” tail plumbing trade in New York, gu airie Ave., Chicago 
1900 Prairie Ave., Chicago. Pennsylvania, Maryland, Ohio, Illinois, 
Wisconsin, Missouri, Kansas, Indiana, | i 
WANTED: SALESMAN WITH JOB- Michigan, Minneapolis, also southern | Miscellaneous 


bing acquaintance in Chicago and states. Men with experience preferred. 
vicinity. In replying state experience Please state age, married or single, and 
you have had in working among archi- if at present employed. Give refer- 


tects. This is an exceptional oppor- ences of last two positions. Drawing 


tunity for the right man. Address key account and expenses guaranteed 
6 “Domestic Engineering, 1900 against commission. Address key 289, W P M 
gineering, against commission. Ad y 28 | We Fay More ™ 


Prairie Ave., Chicago. Domestic Engineering,” 1900 Prairie 
nnsemenpsiecleapsbicchasncaiailamieandaiagehiveiaidaeniat ~ Ave., Chicago. besides paying the freight 


WANTED: HEATING ENGINEER FOR =—=ASK US! 
established concern in Penna ust 
be capable of estimating heating, high Situations Wanted CONSOLIDATED PIPE & STEEL co. 
and low pressure, also knowing —_— | 615-617 S. 2nd St. St. Louis, Mo, 
’refe g ying p ing. State | se — SATCU TAY EN EY DD , . ‘ 
sg A Figg cgay monn 288, | MECHANIC or ag oo a -W ah EX- CONTRACT SHEETS, ESTIMATE 
“Domestic Engineering,” 1900 Prairie eee iene gps a pila “= 4 Glanks Job Tickets, Illustrated Let- 
Ave., Chicago. steamfitting, automatic Sprinkler work, ter Heads, ete., for plumbers. Large or 
° : py like to oe. with high- small lots, reasonable, prompt delivery. 
zrade c ce erestec sect 4 Samples t ade vere rice ree 
WANTED: SALESMAN BY JOBBER nig ee Fs gy gy “Den rink ‘ee acm — Se sot Bldg ae 
of plumbing, heating and mill sup- | mestic Engineering,” 1900 Prairie Ave., Springs, N. J. q : 
plies to travel Northwestern Missouri. Chicago. 
Salesman must be able to estimate and PLUMBERS’ BIN LABELS 
lay out heating. We want a repre- SITUATION WANTED: SALES EXEC- 
sentative that can sell goods. Give utive—thirty-five years old; knows 
particulars in first letter. Address key the heating and plumbing business 
284, Domestic Engineering, 1900 from the ground up. Fifteen years’ 
Prairie Ave., Chicago. experience has included foundry, ac- 
|} counting, selling and managing branch 
WANTED: MANUFACTURERS’ | office in large city. Can be available 
agents and traveling salesmen in in one month. Address G. I. B., P. O. 
Eastern, Central and Southern States, | 3ox 140, Grand Central Station, New 
now selling plumbing jobbers, for well | York City, N. Y. 
known line of closet tank trimmings. Hadco Card Holders, Celluloid Covers 
Commission basis. Established terri- | and Illustrated Bin Labels for Water, 
tory necessary. Address key 282, “Do- | F Sal Gas and Steam Fittings; also Plumb 
mestic Engineering,” 1900 Prairie Ave., or e ers’ Stock Boxes. Send for samples and 
Chicago. prices and free plans: “How to Lay 
| FOR SALE: ONE OF THE BEST Out an Up-to-Date Plumbing Shop” 
WANTED: MANUFACTURERS’ known and _ up-to-date plumbing, “How to Simplify the Work in the 
agents to handle nipple account for heating and sheet metal shops in the Stock Room,” and “How to Equip a 
an established eastern manufacturing western part of the state of Washing- Plumbing Shop on Wheels.” You can 
concern. Address key 283, “Domestic ton. For particulars address key 285, order through your regular jobber 
Engineering,” 1900 Prairie Ave., Chi- “Domestic Engineering,” 1900 Prairie HADDON BIN LABEL CO., Wesley A 
cago. Ave., Chicago. Fink, President, Haddon Heights, N. J 


HARTMAN INGOT METAL COMPANY 
SMELTERS and REFINERS 


Producers of the highest grade Ingot Brass and Bronzes 
Specializing in Ingots for Manufacturers of Plumbing and Heating Brass Goods 


2511-35 W. 2ist Street CHICAGO Phone: Lawndale 0827 
































Subscription Blank 


Domestic Engineering Co., 
1900 Prairie Avenue, Chicago. 


I should like to read DOMESTIC ENGINEERING each week. Enter my subscription for 
for which I agree to pay $.... on receipt of bill. 


SUBSCRIPTION RATES 
United States, Cuba 1 year (52 issues).... 
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This Book Tells You Where to Buy 


When you receive a specification call- 
ing for certain trade-named articles, you 
are often at a loss to know where they can 
be bought. Frequently much time is 
wasted in looking through catalogs and 
general buyers’ guides to locate the manu- 
facturers. 


Domestic Engineering Catalog 
Directory locates for you the source of 
supply of all standard products used 
in the plumbing and heating industry, 
as well as many new items and special- 
ties never before published in any 













Price 


$5.00 
Postpaid 


directory. A large percentage of them 
are illustrated and described in the 
Catalog Section, with complete buying 
information. This section contains 
over 1100 pages of condensed catalog 
data, featuring the lines of 418 manu- 
facturers. 


In the Classified Section are listed some 
two thousand headings under which are 
given the names of the manufacturers of 
each item, together with trade names. 
The book is completely indexed and 
cross-indexed for ready reference. 


There is nothing in this Direc- 
tory that is not of interest to 
the buyer of plumbing and 
heating supplies. This fea- 
ture eliminates the trouble 
of wading through a mass 
of general listings in order 
to locate the items desired. 


Soives your buying 
problems. Soon pays for 
itself in time-saving alone. 
Costs less to buy this 
Directory than to do 
without it. 


Order Your Copy Now! 


1736 Pages. 


Over 11,000 
Illustrations. 


Standard Catalog Size 73"x10;" 
Flexible Keratol Binding 


Published by 


DOMESTIC ENGINEERING COMPANY 


1900 Prairie Avenue, Chicago, Illinois 
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